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Captain Cecilio J. Cecilio's 103- 
foot dragger “Our Lady of 
Fatima,” completed by Liberty 
Dry Dock Co., Brooklyn, N.Y., and 
powered by 400 HP Atlas Diesel, 





of the type used in the dragger 


4-cycle, 6-cylinder Atlas Diesel rr 
“Our Lady of Fatima.” t | 





Since she was completed early in 1952, the dragger, 
“Our Lady of Fatima,” has been fishing off the 
Grand Banks with outstanding success. 

During her long round trips out of Gloucester 
the dragger’s Atlas Marine Diesel has displayed 
the dependability for which Atlas Engines have 
always been noted. 


Captain Cecilio that his choice of an Atlas Marine 
Diesel is paying off in record hauls. 

Captain Cecilio’s experience is typical of the 
success stories reported by users of Atlas and 
Superior Marine Diesels. When you want maximum 
fuel economy and always dependable power in any 
kind of fishing craft, ask your Superior-Atlas 





When dragging for redfish “Our Lady of Fatima’s” Representative about the service records of these 


versatile engines in every type of service. 











performance and maneuverability have convinced 


SALES AND SERVICE POINTS: = = 
Gloucester, Mussachusetts 
Kansas City, Mo. 
Houston * Fort Worth, Texas 
San Diego * Oakland 
Terminal Island, California 
Ketchikan, Alaska * Lincoln, Neb. 
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“Like walking on the 
bottom and pulling 
| the net myself” . 


Says Capt. Sam Bramante 


about his 


4 Condi | 


on the Boston Dragger OLYMPIA 


Reporting on his success with the Bendix Depth Recorder, Capt. 
Salvatore (Sam) Bramante told Louis Posner, Bendix distributor 
in Boston: “Louigi, with the Bendix machine, it’s just like I walk on 
the bottom and pull the net myself. I get a picture of the bottom we 


go over, and if we want to go back over it again, we know, we can 
find it.” 
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One of the high-liners in Boston’s T Wharf fleet, the “Olympia” 
is a 98-foot groundfish dragger. She is equipped with a 2-scale Model 
DR5-B Bendix Depth Recorder, installed two years ago. 


it 





Like many other fishing boat 
skippers at T Wharf, Captain 
Bramante, a veteran fisherman 
with 40 years’ experience, has 
found the Bendix Depth Re- 
corder indispensable. 
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ne As Louis Posner says, the Ben- 
dix Recorder tells you where 
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you are and where you’ve been, 
and gives a good idea of where 


you should be going on the fish- 


POINTS: ing grounds. 
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Turbo-charged WOLVERINE DIESEL| 


provides Smooth Operation, Plenty of Power 
for “DEBBIE & JO-ANN” 


“Handles beautifully, runs smoothly and develops 4 
plenty of power with a 10-knot cruising speed”, says | 
Capt. Johan Johannessen about the new Wolverine- 
powered “Debbie & Jo-Ann”. 


ae 


The 78’ scallop dragger, owned by Moses Schonfeld 
of New York City and built by Harvey F. Gamage, 
started fishing out of New Bedford last month. She is 
powered by a Model WM1905, 6-cylinder, 7 x 8%, Turbo- 
charged Wolverine-Waukesha Diesel, rated 350 hp. at 
1200 rpm., with 3:1 reduction gear, swinging a 62 x 36 
propeller. 


. 
j di. 
‘e 
-~ t 
se 
B: 
= att 
= 
be ow — 
4 Pe : 
bs = 


4 


se] 


This is the third Wolverine engine purchased by 
Schonfeld in two years. The first one, a medium speed 
8% x 10% , 240 hp., 650 rpm. model went in the “Vivian 
Fay” of which Schonfeld is part owner; the second, a 
slow speed, 9% x 14, 240 hp., 400 rpm. model was in- 
stalled in his “Ruth-Moses”; and now the high speed 


« . e » Capt. Johan Johannessen, left, and engineer Johan Tjernagel 
model for the “Debbie & Jo-Ann’. in engine room of “Debbie & Jo-Ann”. 


WOLVERINE MOTOR WORKS. INC. 


35 UNION AVENUE BRIDGEPORT 2, CONN. 
Factory Representative: W. H. WHITE, 42 Oxford St., Fairhaven, Mass. Tel.: New Bedford 4-3950 


MANUFACTURERS OF MARINE ENGINES SINCE 1894 
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Fish Conservation Pays Dividends 


In a recent poll of opinion on shrimp conservation among 
owners and captains of Texas shrimp boats, two questiens 
asked were: Do you think present methods of fishing are 
wasteful? Do you think practiced conservation would 
eliminate such waste? According to the Shrimp Associa- 
tion of the Americas, the answer to each question was a 
unanimous yes. 

The ‘wasteful fishing’ referred to was the dispropor- 
tionate killing of small shrimp for the salvage of a small 
percentage of commercial size, Almost every captain inter- 
viewed, either by experience or personal knowledge, 
knew of such instances where a few large shrimp were 
caught by dragging through heavy concentrations of’small 
shrimp. The percentage of shrimp iced down as compared 
to those shoveled overboard ran as high as 10-90 in some 
instances and a 20-80 break was very common. 

Because the appearance of small shrimp is both seasonal 
and sectional along the coast, it was thought no overall 
regulatory measure would serve as a cure-all. One group 
of owner-captains suggested the possibility of an industry 
time and place’ regulation whereby the men actually 
fishing and, therefore, always fully aware of existing 
conditions, could name the time and area wherein absti- 
nence from fishing or some other preventative measure 
could be applied. All were of the opinion that something 
should be done to preserve their fishing for the future. 


As the Shrimp Association aptly states, conservation , 


will have to play an important part in the production end 
of the shrimp industry if owning a boat is to continue as 
a profitable investment. The 80 per cent of shrimp shoveled 
overboard, if left alone to grow would offer a greater 
tonnage potential of commercial size in from only six to 
eight weeks. A planned conservation program could prove 
the best insurance policy the shrimp industry ever in- 
vested in. 

Advantages that can accrue to the fishing industry from 
a planned conservation program already are being demon- 
strated in the haddock fishery. Under the new net regula- 
tion promulgated by the International Conservation Treaty 
for the Northwest Atlantic, it is reported that haddock 
boats out of Boston are catching more fish than they would 
have with small-meshed nets. 

It has been proven that baby haddock, millions of which 
previously were destroyed, are getting through the larger 
mesh nets, thus being allowed to grow to marketable size. 
While it was expected that the haddock catch would drop 
12 per cent this year because of the larger mesh and a 
declining haddock population, a check of 13 trips of boats 
with the new nets showed a decline of only 6 per cent. 
At the same time, a group of other boats, allowed to use 
the former smaller size net, had a reduction of nearly 
18 per cent in their catches. 


It is encouraging to note that the Texas shrimp fisher- 
men realize the desirability of conservation. Reports indi- 
cate that compliance with the new haddock regulations has 
been generally good, which shows that New England fish- 
ermen are willing to cooperate in measures that will pro- 
tect fish resources. 

The time has come when all sections of the industry 
should recognize the need for conservation. In the past, 
programs designed to conserve fish often were considered 
by fishermen to be of restrictive nature; conservation 
meant limiting production, with resultant lower earnings. 

Scientific research in recent years has proven that proper 
Utilization of fishery resources, with due regard for con- 
servation practices, will sustain and even increase pro- 
ductivity. While larger net mesh sizes and closed seasons 
in spawning areas may temporarily reduce production, in 
the long run fishermen will be assured of catching larger 
quantities of marketable-size fish and shellfish. 
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The Fairbanks-Morse Opposed Piston Diesel Model 38F 5%. 225 to 750 horsepower. 


Diesel Dual Fuel and Spark-ignition options. 
Other O-P engines available in horsepower ratings to 2400. 


... the price is more but the cost is less 


You can buy many diesels for a little less than 
this Fairbanks-Morse OPPOSED PISTON Diesel 
«+. but no engine working at rated load can deliver 
power more reliably at less cost. The slightly 
higher price is quickly offset by the freedom from 


maintenance and service interruptions. 


More engine hours of unfailing service mean 
fewer man-hours in maintenance and repair. 


Fairbanks, Morse & Co., Chicago 5, Illinois 


Zor 
Ca FAIRBANKS-MORSE 


a name worth remembering when you want the best 


DIESEL AND DUAL FUEL ENGINES © DIESEL LOCOMOTIVES ¢ RAIL CARS © ELECTRICAL MACHINERY © PUMPS © SCALES e HOME WATER SERVICE EQUIPMENT ¢ FARM MACHINERY ¢ MAGNETOS 
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RADIOMARINE 3.2 cm RADAR... . 


for work boats, fishing. craft and small vessels 


| Now, mariners aboard small craft also 
| can enjoy the advantages of radar. This 
' new, low-cost Radiomarine Model 
' CR-103 offers all the advantages of 
modern radar. Use it for pilotage ... 
| for position finding . . . as an anti- 
| collision aid . . . for detecting storms. 


Despite its small size, it has a 
30-kilowatt transmitter. Operating on 
a wave length of 3.2-centimeters, it 


Mounted from the overhead 


provides dependable and superior 
service. 


Engineered and constructed to fit 
the small space limitations of tugs, 
harbor craft, trawlers, fishing craft, 
ferries and yachts, the CR-103 has 
these outstanding features: 


Clear images on a 7-inch scope. Operating 


ranges of |, 3, 8 and 20 miles, with a close-in 
range of 75 yards from the antenna. 


Mounted on Transmitter/Receiver Cabinet 


50-inch diameter -low wind resistance antenna, 
weighs only 150 Ibs. 

Operates from 24, 32, 115, 230 volts D. C. or 
115/230 volts, 60 cycles. 

Backed by Radiomarine’s world-wide Service. 


Radiomarine CR-103 Radar will enable 
small vessels to operate on schedule, regard- 
less of weather, in harbor, at sea or inland 
waters. Investigate its possibilities for safety 
and economy for your craft. Write for com- 
plete information. 





se a a 


Mounted on a table or shelf 


RADIOMARINE CORPORATION of AMERICA, 75 Varick St., New York 13, N.Y. Offices and dealers in principal ports 
Foreign Distribution and Service—RCA International Division, 30 Rockefeller Plaza, New York 20, N. Y. 
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Month after month, thousands 
of pounds of EDERER NETTING is 
tagged for ports along the Atlantic, 
Southern Waters, and the Gulf Coast. 
The fact that each year sees more and 
more EDERER quality netting in these 
areas, is conclusive evidence that 
EDERER NETTING is tops for ocean or 
inland water fishing. To be sure of 
uniformity and strong netting—ASK 
FOR EDERER QUALITY WHEN YOU 
ee 


SARDINE SEINES AND WEIR NETTING 
MACKEREL SEINES AND NETS 

FLOUNDER DRAG NETTING 

SHRIMP NETTING 

COTTON, LINEN OR NYLON GILL NETTING 
COTTON NETTING FOR TRAPS AND POUNDS 
TWINE 

MAITRE CORDS 

CORKS 

LEADS 

ROPES 

FITTINGS 


For over 65 years, EDERER QUALITY 
NETTING has maintained a reputation 
for complete satisfaction and long, 
trouble-free service. 

Ready stocks available at our deal- 
ers in principal ports. 





R. J. EDERER CO. 
540 ORLEANS ST 
CHICAGO, ILLINOIS 
GLOUCESTER - BILOXI 


EDERER INC. 


UNITY & ELIZABETH STS 
PHILADELPHIA, PA. 


BALTIMORE - MIAMI 











The Tariff Commission took under consideration Oc- 
tober 26 a proposal for an import quota on fresh and 
frozen fish fillets, after getting arguments for and against 
the quota during several days of hearings. The New Eng- 
land fishing industry, supported by Pacific Northwest in- 
terests, is seeking a quota limitation based on a percent- 
age of domestic consumption. 

The National Fisheries Institute submitted a new for- 
eign fillet quota proposal at the hearings, which included 
the following provisions: 

1. That the same percentage that imports in 1951 bore 
to total consumption of groundfish fillets in that year be 
the basis for establishing future quotas for importations 
of groundfish fillets. 

2. That the import quota for the 12 months ending 
March 31 in any year should be based on domestic con- 
sumption of the calendar year ending fifteen months prior 
to said March 31, which we will call the preceding cal- 
endar year. 

3. That the quota for any import year ending March 
31 be the higher of either of two measures: (1) the 1951 
ratio as applied to the total consumption for the preceding 
calendar year; (2) the import quota for the preceding im- 
port fiscal year increased by 5,000,000 Ibs. 

4. The quota for the import year 1954 would, there- 
fore, be the 1951 ratio applied to 1952 consumption, or 
the 1953 import year quota plus 5,000,000 lbs. 

5. That the 1%¢ rate of duty be eliminated, and the 
2%¢ rate of duty on groundfish fillets apply to all imports. 

6. That the quota of imports from different foreign 
countries be divided among those countries: (a) 80% in 
accordance with historical exports to the United States 
during the calendar years 1949, 1950 and 1951, and; (b) 
20% by the U. S. administering agency. 

7. That the plan be adopted for a five-year period and 
be subject to upward or downward revision after that 
time based on U. S. consumption. 


8. That flexibility be introduced to meet emergency | 


conditions or unforeseen trends, to be administered by an 
unspecified Federal agency. Conditions requiring action 
by such an agency would be brought to its attention by 
producers or importers; the agency would thereupon issue 
a “show cause notice” of hearing so that almost immediate 
action could be taken on the request. 

9. That vigorous efforts be made to inaugurate an ad- 
vertising and publicity plan financed by an assessment of 
so much per pound of domestic production and of im- 
ported fillets. 

Importers, represented by American Seafood Distrib- 
utors Association, Inc., contended that imports are not the 
principal problem besetting domestic producers, and that 
rather than solve domestic difficulties, quotas would ag- 
gravate a developing fillet shortage and penalize the 
American consumer. 

Ray Steele, counsel for the Seafood Distributors Asso- 





ciation, said if quotas are imposed, it will mean American | 


fishermen will go farther for their catch at greater cost; 
that the product will be poorer in quality because of long 
hauls necessary; and the consumer will have to pay more. 

Steele also said that should quotas be imposed, activi- 
ties of the Canadian fleet, chief source of fillet imports in 


this country, would be restricted and that country un- 


doubtedly would attempt retaliatory measures, such as 
restricting fishing in waters off its coasts. 

Leo Weil, president of the Seafood Distributors Asso- 
ciation and of the Fulton Fish Market Inc., Louisville, 
Ky., said increased consumption was the answer to the 
American industry’s problems. He said consumption 
could be increased by the American industry adopting 
more modern methods. 

The final decision on the matter of a quota may not be 
forthcoming until next July. Under the law, the Tariff 
Commission has until next May 8 to complete its findings 
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and make a decision. Should a majority of the Commis- 
sion decide against the New England petitioners between 
now and May 8, the decision would be announced forth- 
with. 

“a the other hand, should there be a majority in favor 

of the petitioners (or a tie vote), the Commissioners’ 
recommendations would go to the President for final de- 
termination. In the latter case, it is the policy of the 
Commission to make no public statement on its position 
until the President would have 60 days to make his de- 
cision. 
Electric tuna-fishing units are to be exported by a 
Swedish firm. A Goteborg manufacturer has signed a 
contract with the German inventor of the “tuna shock,” 
an electrical tuna-fishing device. The Swedish manufac- 
turer will make about 200 units each year, mostly for ex- 
port. This season only 30 units have been produced, and 
one was for export to Denmark. Peruvian interests also 
are considering the “tuna shock” for swordfishing. 

About ten Swedish fishing vessels now have tried the 
electric fishing method, and the crew members seem to be 
very satisfied. The fishing vessel Skantic of Ockero ar- 
rived in Goteborg recently with 24 tuna caught with the 
“tuna shock”. Twenty of these were taken in one day, 
and the largest weighed 575 lbs. 

The electric “tuna shock” unit does not occupy much 
room. It consists of one converter, one maneuvering box 
connected with three cables to as many lines and special 
hooks. Three lines can be fished at the same time. The 
lines have floats in different colors, and when one of the 
floats disappears indicating a bite, the electric current, 
which renders the fish unconscious, is connected by press- 
ing the contact button in the maneuvering box. 

The current from the vessel’s 24-volt battery is con- 
verted so that about 200 volts goes out to the hook when 
the fish bites. That makes 80 to 90 amperes in the top 
shocks. A series of shocks of 4 to 5 seconds are enough 
to make the fish unconscious. It is not necessary to use 
a very heavy hook, thus improving the fishing possibili- 
ties, as tuna are very shy. 


Brazilian shrimp production up to now has been rela- 
tively small, chiefly for local fresh markets. But accord- 
ing to Government and trade sources, shrimps are abun- 
dant in Brazilian coastal waters, and could provide a 
substantial output for export as well as for greater do- 
mestic consumption. The chief requirements appear to be 
skilled management, the investment of capital in trawlers 
and in facilities for handling and processing, and reason- 
ably favorable government treatment in matters of im- 
port licenses and exchange rates. 

The area now obtaining most consideration is the nor- 
thern coast from the mouth of the Amazon River to 
Recife. Fishery officials of the Ministry of Agriculture 
claim that supplies of inshore shrimp are available in this 
area throughout the year, and that offshore waters yield 
heavy catches of large shrimp from June through Sep- 
tember. Exploratory work to obtain information on the 
latter apparently is being contemplated by certain United 
States interests. 


Imported sardines delivered to U. S. in first eight 
months of year totalled about 401,000 cases, 6% more 
than these shipments a year ago. Norway shipped 258,000 
cases, 11% more than last year; and Portugal, 100,000 
cases, an increase of 23%. 

Norway’s 1953 Brisling pack ran about 600,000 cases, 
one of the best in years. This pack compares with only 
350,000 cases in 1952, and a normal pack of 400,000 to 
500,000 cases. 


Greenland coast is to be surveyed by British for new 


trawling grounds. The exploration for new fishing areas 
is being sponsored by the White Fish Authority. 

The first area to be explored by systematic lines of 
soundings will be the coastal shelf from the limit of ter- 
ritorial waters out to the 200-fathom line on the south- 
west coast of Greenland, from the longitude of Cape 
Farewell to the latitude of Cape Desolation. 
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NEW: Prime Quality! 


ehuilt to fishermen’s specifications 


Rubber clothing designed with all the features that commer- 
cial fishermen, who constantly wear-test our garments, tell 
us are desirable and useful. Vulcanized watertight seams, 
roomy cut for maximum comfort; specially developed com- 
pounds provide greater resistance to sun, water and abra- 
sion. In 3 colors: Black, Yellow, Olive Drab. 

























U.S. SQUAM HAT 


@ reinforced water- 
shed brim 


U.S. MARINER SUIT 


@ Strong fabric, neoprene 
coating outside; inside, 
overalls have elastic 
insert suspenders, 
reinforcing knee patches, 
cut-off bands for 
shortening leg length 
if desired. S-M-L. 


— 


@ Collar cut for 
maximum comfort. 


Sh ee coe & f 
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e Extra sleeve facing 
for longer wear. 


ile 
ew 


sie 


@ Sleeve “cut-off” pre- # 
vents curling, raveling f é 

e@ Jacket : 
has fly front. ‘ 


@ Eyelet drainage 
on side pocket. 


@ Rust-resistant hardware 
throughout both garments. 


TRAWLER BOOTS 
@ black thigh 
@ felt lined 

e “Fin-Guard” vamp 


% SOLD ONLY THROUGH INDUSTRIAL AND RETAIL STORES * 


‘f U. S. ROYAL 


RUBBER FOOTWEAR 








U. S. INDUSTRIAL 


RAYNSTERS* 


UNITED STATES RUBBER COMPANY 
Rockefeller Center « New York 

















it’s easy to get to 
all the parts 


You'll find that Enterprise accessibility 


sats saves time, money and manpower 
0 e e 

Check treweist DeSiS in maintenance and overhaul 
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Ever watch precious hours slip by trying to 
removable 


find a way to dismantle, inspect or replace an 
—— engine part or assembly? Such unnecessary 
and costly down-time is something you don’t 
have to worry about with modern, “easy-access” 
Cyan rods ond ENTERPRISE Diesels. For ENTERPRISE service- 
Caen e eceunsivie TOTES wise engineers have designed every model 
JS Goarrsable inspection iia in the entire 73 to 2284 HP line for maximum 
suey shrouds oF 5 accessibility and easy, low-cost servicing. 
Pate getting to cattt § Pa That’s why we say — and mean — you'll have 
Ports, paneer oe inspecti tee less down-time if it’s powered by an 
rearing are © Pitis ss op ENTERPRISE Dependable Diesel! 
o” 2 


mounted. 


ings ore 
sg cod bearin’ a 
: connect rough \arge door P 
ssible 
shafts and 
ssemblies- 
d and © ck! ass ag 8s oy by 
i heo 
Cylinder : 
3 an 


a re _ : i , Write for descriptive bulletins, or call your 
epee eee , nearest ENTERPRISE Diesel sales office. 


18th & Flordia Streets, San Francisco 10, California 
BPEPEN ODA: BL €E 


inteere ¢ Boston - Chicago - Denver - Kansas City - Los Angeles 
—" Diesels Minneapolis - New Orleans - New York - San Diego 
San Francisco - Seattle - St. Louis - Washington, D.C. 


DIESEL ENGINES © OIL BURNERS © PROCESS MACHINERY 
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Me? Ride to work Y 
on wire rope? 


That’s right. In the course of a year this young lady 


may travel as much as 150 miles with the aid of wire 
rope that safely and swiftly whisks her elevator aloft 
and then just as safely returns it to ground level. 

It’s quite likely that she gets to her job with an 








\ ROPE 
Ww 
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assist from Wickwire Rope. Here again—as in so 
many other fields where wire rope is used—men 
who manage and maintain the nation’s tall build- 
ings have learned to place unbounded faith in the 
safety and reliability they get from Wickwire Rope. 


A YELLOW TRIANGLE ON THE REEL IDENTIFIES WICKWIRE ROPE 


THE COLORADO FUEL AND IRON CORPORATION—Abilene (Tex.) * Denver 

Houston * Odessa (Tex.) * Phoenix © Salt Lake City © Tulsa 

PACIFIC COAST DIVISION—Los Angeles * Oakland 

Portland * San Francisco * Seattle * Spokane 

WICKWIRE SPENCER STEEL DIVISION—Boston * Buffalo * Chattanooga 

Chicago * Detroit * Emlenton (Pa.) * New Orleans * New York ® Philadelphia 1854 


WICKWIRE ROPE 
(FI 
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"DTAG ically all my 
fishermen are using 


NYLOCK NETS" 


acon Oe amen writes W. N. ALVORD , secretary-Treasurer 
LA CONNER CO-OPERATIVE FISHERMEN 
La Conner, Washington 











LESS CARE 


LONGER WEAR 





WN EASTER TO HANDLE 





IN ADDITION, Mr. Alvord says, “NYLOCK Nylon 

Nets are much lighter due to less absorption of water 
and require no treating, cleaning and apparently 
there is no deterioration while fishing.” 





AND THAT’S NoT ALL! NYLOCK Nylon Nets 
catch more fish, have less knot slippage, do not fray or fuzz 
and need no drying! That’s why You should insist on nets made of= 


For further information, 


get in touch with one of the following a Y O § Ko 
manufacturers who make nets of 

NYLOCK NYLON TWINE: 

R.J.E 


cen, the original Patented-Processed 
540 Orleans St., Chicago, IM. 


EDERER, INC., \ 
Unity and Elizabeth Sts., “ 
Philadelphia, Pa. 
SOS lag, i 
357 W. Ohio St., Chicago, Ill. * 
ADAMS NeT & TWINE c0., a U. S. Patent No. 2590586 
. 2n ., St. Louis, Mo. " 
THE FISH NET & TWINE CO., . U. S. Patented? NYLOCK NYLON TWINE produced by: 


310 Bergen Ave., Jersey City, N. J. 
c Frets AVENUE N EW YOR K 3 6: See 


HOPE FISH NETTING MILLS, INC., 
FOREIGN AGENT: 


Hope, Rhode Island 
JOSEPH F. SHEA, INC., 
TURNER, HALSEY CO., INC., 40 WORTH ST., New York. Cable Address: THECOTEX 


Successor John S. Brooks, 

East Haddam, Conn. 

A. M. STARR NET CO., 

East Hampton, Connecticut 

THE CARRON NET CO., 

1623 17 Street, Two Rivers, Wisc. 
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Ir WAS AN APRIL NIGHT and the Marines, near Pan- 
munjom, were under heavy attack. In one of E 
Company’s machine gun emplacements, Corporal 
Duane Dewey and his assistant gunner lay on the 
ground, wounded. A Navy Medical corpsman was 


giving them aid. 
Out ot the Dark, Out of the darkness, and into the group, lobbed 


a live Red grenade. Although he was already seri- 
ously wounded, and in intense pain, Corporal 


; Dewey pulled the aid man to the ground, shouted 
R d i d a warning to the other Marine and threw himself 
a eC rena e over the missile. 


“I’ve got it in my hip pocket, Doc!” he yelled. 
Then it exploded. By smothering the blast with his 
own body, Corporal Dewey had saved his comrades’ 

























lives. 
“Now that I’m back in civilian life,” says Cor- 
; poral Dewey, “I sometimes hear people talk as 


though stopping Communism is a job only for our 
armed forces and the governme it. Believe me, it’s 
a job for you and me, too. A. ' one way we can 
both do that job is to make our country stronger by 
making our own families more secure—through sav- 
ing and investing in United States Defense Bonds. 
Bonds are real protection—for my money!” 


* * * 


Now E Bonds pay 3%! Now, improved Series E Bonds 
start paying interest after 6 months. And average 3% inter- 
est, compounded semiannually when held to maturity. Also, 
all maturing E Bonds automatically go on earning—at the 
new rate—for 10 more years. Today, start investing in U.S. 
Series E Defense Bonds through the Payroll Savings Plan; 
you can sign up to save as little as $2.00 a payday if you wish. 


Nylon 
water 
‘ently 
ling.” 


Nets 
- fuzz 
e of= 


Corporal 
Duane Edgar Dewey, USMCR 
Medal of Honor 





sed 


2590586 








| Peace is for the strong! For peace and prosperity save with U.S. Defense Bonds! 





The U.S. Government does not pay for this advertisement. It is donated by this publication in cooperation with the Advertising Council 
and the Magazine Publishers of America. 
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Best Friend af 


ef 


t 
AFISHERMAN Qc "1 
EVER HAD! 





. William A. Ropes, Jr., lobster fisherman at Round Pond, Maine uses 
an aie) a 5 hp* Johnson Sea-Horse on his 14-ft. skiff. 





Johnson owners are a loyal bunch— __ outboard freighters, water taxies, dug- 
and for good reason! Take lobsterman outs, cruisers, and canoes. They sing ch 
Ropes, for example. He bought his along day after day, year after year§ im 
Sea-Horse for service. He usesitevery in obstructed waters or clear, shallow§ ‘th 
day ...hour after hour...to tend or deep, salt or fresh—in torrid cli- th 
his string of 40 lobster pots. And mates or frigid. ce 
it keeps right on delivering the same Ask your Johnson Dealer how 4 


smooth, dependable power—with- DEPENDable Sea-Horse can make 
out being babied. your job easier, save you money. 

It’s the same story wherever men Look for his name under ‘Outboard 
use boats. Sea-Horses power barges, Motors’’in yourclassified phone book. 


Qu *All horsepower is OBC Certified 
brake horsepower at 4000 rpm. 
+ Price f.0.b. factory, subject to change. 


PVE 10... 


Describes, in detail, the 4 gregt 


JOHNSON SEA-HORSE 5 S EA- HORS E Ss Sea-Horses—from 3 hp*to 25 hp." 


5 hp.* World’s largest-selling JOHNSON MOTORS 


6100 Pershing Rd., Wauk , 
outboard. Neutral Clutch. No For DEPENDasiity $5 Consiae: Micubacenet ty” 
shear pin. Only.. $] 8 7 50t Johnson Motors, Peterborough 
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Officials of the Atlantic States Marine Fisheries Commission, giving 
their reports. At left is Joseph Puncochar, Chief of North Atlantic 
Technological Research for the Fish & Wildlife Service, who substi- 





tuted for Fred L. Zimmermann as secretary of the North Atlantic 
Section. Shown at right is Dr. A. H. Underhill of New Jersey, secretary 
of the Middle Atlantic Section. 


Interstate Group Asks Study of Trash Fishing 


Atlantic States Fisheries Commission Meets at New York 


- 


CTION taken at the 12th annual meeting of the 
A Atiantic States Marine Fisheries Commission in- 

cluded a decision by the North Atlantic Section to 
request an investigation as to whether net regulations are 
necessary to protect baby fish from the effects of trash 
fishing operations. Eighty State and Federal adminis- 
trators and scientists, State legislators and persons from 


the fishing industry attended the meeting, which was held - 


October 8-9 at the Hotel Roosevelt in New York City. 
The group re-elected John B. Bindloss of Stonington, 
Conn., as chairman, and Charles M. Lankford, Jr. of 
Exmore, Va., as vice-chairman. Wayne D. Heydecker is 
secretary-treasurer of the Commission. 

The action regarding trash fishing operations was taken 
after government biologists had reported trash fishermen 
off the Rhode Island and Massachusetts coasts might be 
catching too many marketable fish. Dr. Lionel A. Walford, 
chief of the Fish & Wildlife Service’s Branch of Fishery 
Biology, has promised that his agency will go to work 
immediately to determine what size net mesh will allow 
the small fish to escape. 

Other action taken at the Commission meeting included 
the adoption of a statement of policy cautioning against 
certain types of so-called “social” fishery legislation that 


Atlantic States Marine Fisheries Commission officials addressing the 
recent annual meeting in New York City. Left, R. E. Tiller of Mary- 


land, secretary of the Chesapeake Section; center, John B. Bindloss, 
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would protect one particular fishery interest at the ex- 
pense of another, or that seek a monopoly or special 
privilege. 

“Unless this trend is checked”, the Commission warned, 
“and far greater consideration given:to scientific data and 
warranted conclusions, the long-time result well may be 
a gross mismanagement of our marine fishery resources.” 

Reports on many topics were received from officers of 
the Commission, top officials of the Fish & Wildlife Service 
and committee chairmen. These covered progress on the 
cooperative Federal-State striped ‘bass research program; 
freezing whole fish at sea; exploratory fishing for tuna; 
progress in development of catch statistics and studies 
relating to haddock, yellowtail flounder, scallops, shad, 
clams and weakfish. 

The Commission discussed but took no action on licenses 
for salt-water anglers and further inspection controls for 
party boats, leaving such matters for future action by 
individual States. Scientists present discussed the possi- 
bility of forming a “pool” of scientific research vessels, 
and will explore the matter further. 

The four sections of the Commission met separately, 
taking up details of programs in which they are con- 

(Continued on page 40) 





Cameiesion chairman; right, G. Robert Lunz, director of the Bears 
Bluff Laboratory in South Carolina, who substituted for C. P. Idyll as 
secretary of the South Atlantic Section. 






























ARIOUS preservatives which commercial lobster fish- 

V ermen could use on their traps to reduce borer dam- 

age have been tested recently by the Maine Depart- 
ment of Sea and Shore Fisheries. The substitution of 
plastic materials for wood also has been tried, and such 
materials currently are being used experimentally, but 
results thus far are not highly promising. On the whole, 
the treatment of wood materials in such a manner as to 
discourage or reduce borer attack appears to be the most 
promising approach. 

Since August, 1950, the bivalve wood borer has been 
found in sufficient numbers in Maine to destroy traps 
completely in waters fished by lobstermen from Stoning- 
ton, Vinalhaven and Matinicus. Early reports indicated 
that activities of this borer were confined to deep water, 
more than 20 fathoms, and mud bottom. However, this 
no longer seems to be the case. Recent findings, as re- 
ported by commercial fishermen, indicate the borer has 
attacked floating pot buoys as well as traps on hard 
bottom. 

A sharp increase in lobster pot lath loss from marine 
borers was reported to the Department of Sea and Shore 
Fisheries in late May, 1950, by lobster fishermen of 
Frenchboro, Long Island, southeast of Swans Island. The 
lobstermen in this area generally agreed that they had 
more trouble when their traps were set on mud or clay 
bottom, and that during the Winter when they were fish- 
ing in water over 120’ in depth, they had their greatest 
loss. However, two or three fishermen reported trouble 
that Spring when they moved their traps into shoal water. 

It also was generally agreed that the period from 
September, 1949, through the Spring of 1950 had been 
the worst in the experience of commercial fishermen in 
the Frenchboro area. Although some fishermen indicated 
that they always had experienced loss of traps from borer 
activities, others believed that, during the last several 
years, the amount of damage had been increasing appre- 
ciably. 

The Long Island lobster fishermen were using spruce 
laths with oak runners, but some of them reported that 
oak did not seem to be any more resistant to the borer 
than did spruce. It was observed that the oak runners 
were badly riddled, although perhaps due to their greater 
volume, were still in more serviceable condition than 
were the spruce laths. 

It would appear that the borer infestation in the 
Frenchboro area has reached, or at least approached, 


28’ lobster boat owned by Morris Hayward of Birch Harbor, Me., who 
fishes 125 traps. 


How to Reduce Lobster Trap Borer Damage 


Experiments in Maine with Preservative-Treated Traps Described* 







epidemic proportions. It further would appear that the 
increase has been gradual, at least to the point of covers: 
ing a period of several years. What the conditions are 
that have made this increase possible are unknown. Be. 
tween early 1950 and late 1952, it became evident that the 
borer had become a serious coastwide problem. q 

In closely related borer species, it has been shown that: 
none of the following—water temperature, salinity, hy- 
drogen ion content, dissolved oxygen, pollution and tur- 
bidity—is the determining factor in increasing borer’ 
population. It has been suggested that a favorable com- 
bination of some or all of these factors is what determines 
an increase in borer population and activity. According 
to Dr. William Clapp of Duxbury, Mass., the introduction 
























































































































of large quantities of untreated timber in localities where unif 

borers exist will result in a rapid increase of marine borer inso 

activity and add greatly to the rate of destruction. pr 
an 

wer 

the 

nun 

whi 

rest 

A 

side 

rea: 

1 

unt 

2 

tre: 

los: 

the 

3 

- 

pel 

t 

ge as tin 

Traps on wharf of lobster buyer Carl Byrant, Prospect Harbor, Me. du 

In its experiments, the Sea and Shore Fisheries Depart- i 
ment tested traps treated with a number of different ter 
chemicals and preservatives, including Gymseal, tar, = 
Koppers preservative, aniline dye, shellac, copper paint, bs 
creosote and pitch, Intertox, chromated zinc chloride, 
Cuprinol, creosote dip and pressure impregnated creosote. 
Arrangements were made with three commercial fisher- 
men—Cecil Lunt of Frenchboro, Alston Robbins of Ston- . 
ington, and Harold Bunker of Matinicus—to fish these af 
traps. 

Experimental fishing in the treated traps was com- th 
menced in August, 1950, and terminated in September, = 
1951. Cost of treatments varied from 45¢ to 75¢ per trap. + 
Time involved depended on treatment, but averaged be- | 
tween 30 and 45 minutes per trap with either spray or y 
brush. This naturally could be reduced by having suf- b 
ficient preservative material to allow dipping of the laths ti 
or the completed traps. Heads were not installed until 4 
dipping had been done in those traps so treated. 

During the period of experimental fishing, 6,869 lobsters F 
were caught. A total of 43.1 per cent of these lobsters 
were captured in the treated traps, while 56.9 per cent 7 
were taken in their corresponding untreated controls. . 

In order that a reliable index of catchability might be | : 
maintained during the experiment, each treated trap and 
untreated trap were fished in pairs. This reduced to a F 
minimum the influence of varying fishing conditions upon t 
apparent catchability results. 

The untreated traps used as controls were, in each area, . 

*Excerpted from a booklet prepared by Robert L. Dow, director of research I 
and conservation, and Frederick T. Baird, Jr., marine biologist, Maine Sea and ‘ 


Shore Fisheries Department. 
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Owner Moses Schonfeld, left, with engineer Johan Tjernagel in engine room of the new scalloper “Debbie & Jo-Ann”; shown underway. At right, 


Capt. Johan Johannessen using his Apelco telephone. The vessel is powered by a turbo-charged 350 hp. Wolverine Diesel. 


uniform in design, material, condition and construction 
insofar as such factors can be measured. Therefore, all 
the control traps were considered of equal catchability, 
and differences in the actual catch made by these traps 
were attributed to a difference in conditions under which 
the traps were fished: the location of each trap, the 
number of days each trap was operated, and other factors 
which did not appear to alter materially the comparative 
results. 

Although the outcome of the tests should not be con- 
sidered absolute, the following conclusions are believed 
reasonable: 

1. Borer incidence is at least nine times greater in 
untreated traps than in those that have been treated. 

2. The life of any trap will be increased greatly by 
treatment to prevent borer damage. However, where high 
losses of traps from storms and other conditions occur, 
these causes may outweigh the benefits of treatment. 

3. Any treatment used seems effective. 

4. Treatments applied by brush should be renewed 
periodically; probably once a year at least. 

5. The average cost of treatment is 60¢. The average 
time consumed in treatment is 35 minutes. 

6. Creosote base preservatives definitely appear to re- 
duce the catchability of the trap. 

7. No treated trap was as fishable as untreated traps. 

8. Borer control can be effected to a considerable ex- 
tent by rotating untreated traps. If untreated traps are 
removed from the water for a three-day period each 
month, any borers therein will be destroyed. 


Habits of the Borer 


Some information on life history and activities is now 
available on the borer from investigations made else- 
where and from observations made by the Department 
of Sea and Shore Fisheries. It appears that the borer, at 
the end of its early swimming stages, attaches itself by 
means of its thread-like byssus to wood. The spawning 
activity of these organisms is greatest during cold weather, 
though spawning seems to be influenced by age, and some 
young are in the water during all seasons of the year. 

As the borer’s shell forms, the creature works its way 
beneath the wood surface where it establishes its protec- 
tive burrow. Once the borer has established itself within 
the burrow it grows rapidly and enlarges its home by 
rasping away the wood with its shell. 

That the borer grows rapidly is attested to by the 
experience of Irving Lunt of Frenchboro. He found that 
new traps set off in February, 1950, were completely 
riddled by the last of April. Thus the setting, initial 
burrowing and growth to adult size of the borer took 
place during a short time. 

Whether or not the borer gains any nourishment from 
the wood is not entirely clear. Closely related species 
some years ago were believed to depend entirely on 
siphonable water-borne food for their nourishment, but 
more recent studies indicate the likelihood that a portion 
of their food is derived from the wood they grind up. 
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“Debbie & Jo-Ann” Has Good 
Maiden Trip of Scallops 


The new 78’ scallop dragger Debbie & Jo-Ann landed 
her maiden trip of 1133 gallons of scallops at New Bed- 
ford on October 18, after being at sea for 11 days. Owned 
by Moses Schonfeld of New York City, the new vessel 
was built by Harvey F. Gamage, Shipbuilder, of South 
Bristol, Me., who launched her on September 14. She is 
a duplicate of the Ruth-Moses built by Gamage last year 
for Schonfeld, who also is part owner of the Vivian Fay. 

Capt. Johan Johannessen, master of the Debbie & Jo- 
Ann, reports that his new command is an able sea boat, 
capable of attaining a 10-knot cruising speed, and that she 
is built to take rough weather and heavy seas without 
rolling to extremes. Johan Tjernagel is engineer. 

The new scalloper is powered with a model WM1905 


. turbo-charged, 6-cylinder, 7 x 8% Wolverine-Waukesha 


Diesel, rated 350 hp. at 1200 rpm. The engine is equipped 
with Snow-Nabstedt 3:1 reduction gear, Twin Disc front 
power take-off, Ross heat exchanger, Penn lube oil alarm 
switch and Westinghouse Tridyne engine controls. 

The engine swings a 62 x 36, 3-blade Columbian pro- 
peller on 5” bronze shaft with Hathaway stern bearing 
and stuffing box. Hathaway also furnished the dragging 
gear, including a No. 1353 winch, 5” gallows frames, hang- 
ing blocks, upright blocks, flat blocks and scallop drags. 

The “Deseco-Lister” auxiliary unit consists of an 8 hp., 
Model FR1 Lister Diesel, 3 kw. Imperial generator, No. 
325 Quincy air compressor and No. 130 Marine Products 
pump, with Newton clutches to operate the compressor 
and pump. Storage batteries are 32-volt, Type HHG-21 
Surrette. 

The vessel has a beam of 176” and depth of 9’8”. Her 
oak keel is sided 9”; frames are double sawn oak, 3” 
thick, spaced on 16” centers; planking is 2” oak; decking 
is 2%” white pine and fastenings are galvanized. Welded 
steel fuel tanks have a capacity of 3000 gallons. 

The fo’c’s’le has 8 berths, hardwood mess table, hand 
pump for fresh water, which is supplied by a 450 gallon 
tank, built-in refrigerator, stainless steel sink and No. 450 
Shipmate oil-burning range. 

The after cabin has two built-in berths, while the cap- 
tain’s stateroom, aft of the pilothouse, has berth, chart 
table and locker space. The after quarters are heated by 
radiators piped from a No. 30 Shipmate hot water boiler 
in the engine room. 

Electronic equipment on the Debbie & Jo-Ann com- 
prises an-Apelco 50-watt radiotelephone, Kaar direction 
finder, Loran receiver-indicator and Raytheon Fathome- 
ter depth recorder. 

A 112’ dragger for Capt. Louis Brown of. Gloucester, 
Mass., now is being planked by Gamage, and work has 
started on an 85’ dragger for Capt. Salvatore Passanisi 
of Somerville, Mass. Both boats were designed by naval 
architect Dwight G. Simpson of Newton, Mass. 
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PRELIMINARY plan for long-range research on 
A shrimp in the Gulf of Mexico was approved by the 

Gulf States Marine Fisheries Commission at its 
fourth annual meeting October 15-16 in Tampa, Fla. 
Hermes Gautier, Mississippi State Senator from Pasca- 
goula, was named chairman of the Commission, and 
William J. Hendry of Okeechobee, Fla., vice-chairman. 
The Commission’s secretary-treasurer is W. Dudley Gunn, 
and its headquarters are in New Orleans. 

It was announced at the meeting that the Commission 
will look into the possibility of obtaining Federal help 
on the shrimp project, expected to cost about $600,000 the 
first year and less in succeeding years. A special com- 
mittee headed by Dr. L. A. Walford, chief, Branch of 
Fishery Biology, Fish & Wildlife Service, will develop 
details of the shrimp research plan for presentation at 
a special Commission meeting January 21-22 at Edge- 
water Beach, Miss. 

The contemplated research program calls for studies of 
migration habits, life histories and size factors, a tagging 
project and a system of compiling more accurate statistics. 
Information which is available at present is confined to 
the white shrimp. 


“Oregon's” Search for Tuna 


Several reports were heard on exploratory fishing 
activities, including one by Stewart Springer of the Fish 
& Wildlife Service’s Gulf Exploratory Fishing and Gear 
Development Section, Pascagoula, Miss. He reported that 
except for some fill-in explorations in the shrimp fishery, 
the Oregon’s time during the year had been devoted chiefly 
to the search for tuna, employing pole and line gear and 
live bait. 

It was found that live bait suitable for tuna fishing was 
well distributed and in sufficient quantities in most areas 
of the Gulf. Sardinella anchovia and a form of herring 
proved to be the best of the small bait fishes tested for 
chumming and keeping qualities in the live bait tanks. 
A trap lift net developed at Pascagoula was the most 
effective gear in the capture of the bait fishes. 

However, Mr. Springer stated that the Oregon had not 
been very successful in capturing tuna during the year 





The 100’ “Oregon”, floating marine laboratory of the U. S. Fish and 
Wildlife Service. She is based at Pascagoula, Miss., and is equipped 
with a 600 hp. Enterprise Diesel. 
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Gulf States Commission Plans Shrimp Research 


Organization Hears Reports on Development of Unused Species 
And Exploratory Fishing Operations at Tampa, Fla. Meeting 





with hook and line, and added that tuna in the Gulf are 
not attracted by live bait. Similar experiences with tuna 
were said to have been observed by two tuna clippers 
which have operated in the Gulf and in the Caribbean. 

It was pointed out that in numerous instances tuna were 
attracted to the stern of the Oregon, but all schools made 
a quick flurry, then disappeared. Mr. Springer is of the 
belief that a modified Japanese long line may be used 
successfully in the Gulf in depths of from 40 to 100 fathoms. 
Next attempts to capture tuna in commercial quantities 
will employ the use of such gear. 

A new instrument known as the “Fischlupe” was tried 
experimentally by the Oregon during the year, and was 
found satisfactory in locating snapper and other larger 
fishes. A modified Fischlupe known as the “Shrimplupe” 
was expected to be tried out beginning about November 1. 

Mr. Springer said that the red shrimp taken in 200-250 
fathoms have been captured at the rate of one bushel per 
hour, but declared that he did not think such average 
production to be of commercial interest at present. 

Albert Collier of the Fish & Wildlife Service, Galveston, 
Texas, reported on Gulf Fishery Investigations. He stated 
that the initial step in the program designed to obtain a 
more accurate appraisal of factors influencing yield of 
the marine fisheries of the Gulf, including distinguishing 
between man-made and natural fluctuations in fisheries 
production, was completed in June, 1953. 

Collier disclosed that the survey had produced infor- 
mation on plankton organisms, fish eggs and fish larvae, 
the overall distribution of dissolved nutrients and infor- 
mation on currents beyond the continental shelf. He added 
that separation of plankton organisms, eggs and larvae is 
nearing completion, and that quantitative interpretations 
have begun. 

It was stated that the analysis of the many chemical 
data is in progress, also that climatic data are being 
gathered from various points around the Gulf. Speaking 
of the red tide investigations, Collier said that laboratory 
cultures of the organism which is associated with the 
tide had survived for a month, but it is not known 
whether or not the organism can be cultured in the strict 
sense of the word. 

A hydrological study of a bloom of Gymnodinium brevis 
strongly suggests that land drainage plays an important 
part in the initiation of such a bloom, according to Mr. 
Collier. He said evidence to date indicates that organic 
nutrients are more critical than the organic salts. 


Trash Fish Industry Expanding 

The development of unused or little-used marine re- 
sources of the Gulf was the subject of a talk by A. W. 
Anderson of the Fish and Wildlife Service. He referred 
to the establishment of the trash fish industry as having 
progressed very well on the Gulf since the subject was 
brought up for consideration several years ago by the 
Commission. Mr. Anderson expects the trash fish for 
animal food industry to continue to expand, and pointed 
to the number of boats already engaged in the industry 
as an example of sound fishery economics arising from 
diversification. 

Referring to the red shrimp found by the Oregon in 
wide distribution throughout the 200-250 fathom range in 
the north Gulf, Mr. Anderson said he believed that fishery 
would come into production. However, he said that with 
present methods of harvesting and the apparent pound- 
age rate per hour possible, it is a resource that probably 
will not be exploited for some time. 

Tuna was referred to as a good prospective resource, 
the development of which depends upon the finding of 
(Continued on page 32) 
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50-Foot Prince Edward Island 
Draggers Have Tunnel Stern 


A new type 50-foot dragger, with special tunnel stern 
to permit shallow water navigation, has proven successful 
in scalloping and groundfishing at Prince Edward Island, 
Canada. Three of the boats have been built from the de- 
signs of Eldredge-MclInnis, Inc., Boston, Mass., by Wag- 
staff & Hatfield, Port Greville, Nova Scotia, for the P.E.I. 
Fishermen’s Loan Board. 

The boats were constructed under the guidance of Hon. 
Eugene Cullen, Minister of Natural Resources, Eugene 
Gorman, Director of Fisheries, and Francis Campbell, In- 
spector for the Loan Board. They operated during the 
Spring of 1953 dragging for sea scallops, and at present 
are ground fishing out of Souris. 

Prince Edward Island has few good natural harbors 
capable of handling deep draft vessels. For the most part, 
they are found only at the east and west ends‘ of the 
Island, and on the south shore fringing on the Northum- 
berland Strait. The north shore, which is closest to the 
productive fishing areas, contains shallow harbors with 
inlets of shifting sands. 











The “Tignish No. 1 at Charlottetown, Prince Edward Island, one of 
the 50’ draggers built for the P.E.1. Fishermen’s Loan Board. 


It was for this reason that these fifty footers were de- 
veloped. The type of hull is full bodied and comparable 
to the Stonington, Conn. and Provincetown, Mass. small 
mast head draggers, except that a streamlined tunnel was 
fitted aft to reduce the draft about one foot without any 
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Inboard profile and arrangement plans of new 50’ Prince Edward Island dragger, designed by Eldredge-Mclnnis, Inc. 


ATLANTIC FISHERMAN - NOVEMBER, 1953 


19 









The new 67’ shrimp trawler “Miss Four Hundred” owned by Frank Fant of Jacksonville, Fla. She is the 400th fishing vessel built by Diesel Engine 
Sales, Inc., of St. Augustine, Fla. At right, the yard’s chief launcher, Al Smith, chalks up the trawler on the launching record board. 


Shrimper “Miss Four Hundred” 
Sets Boat Building Milestone 


Another high mark in boat building history was reached 
recently at St. Augustine, Florida, when Diesel Engine 
Sales, Inc. launched the 400th fishing vessel it has built in 
10 years. Appropriately named the Miss Four Hundred, 
the new craft is a 67’ x 18%’ shrimp trawler, built for 
Frank Fant of Jacksonville for operation by his St. George 
Sea Food Co. at Tampa. She is skippered by Capt. Robert 
Jenkins. 

Designed by Tams, Inc. for long distance shrimping in 
the Gulf of Mexico, the trawler has extra large fuel ca- 
pacity of 5,000 gallons, and two fresh water tanks that 
carry 275 gallons each. Her pilot house is 23’ x 8’, built 
of cypress with pine studding, and fitted with four doors 
and 12 windows. The keel is 9 x 12” pine, frames are 
2 x 4” oak on 12” centers, deck beams are 4 x 4” pine, 
planking is 1%” cypress and fir, decking is 2” pine and 
ceiling is 1% x 4” fir. 

The Miss Four Hundred is powered by a Model 6-110 
General Motors Diesel which gives the boat a speed of 10 
mph. The engine is a 2-cycle, 6-cylinder unit with total 
displacement of 660 cubic inches and overall dimensions 
are 48 x 38 x 80 inches. It is equipped with 4.5:1 reduc- 
tion gear, and at 1600 rpm. has a continuous shaft horse- 
power rating of 205. Its approximate dry weight, equipped 
with reverse and reduction gear, is 4300 lbs. 

The engine turns a 50 x 44, 4-blade Columbian propel- 
ler on a 3” x 18’ Tobin bronze shaft, with Goodrich Cut- 






less rubber stern bearing. There is a 14%4-inch brass pipe 
keel condenser. 

The dragger is equipped with a Model 518T, 3-drum 
Stroudsburg hoist, using American Steel & Wire Co. 
trawling cable, and carries 600’ of 1%” Columbian anchor 
rope. The mast is 8” reinforced steel, the boom is 6” steel 
pipe, and there are two reinforced outrigger booms, 4” 
in diameter and 14%’ in length. f 

The vessel has a Hallet Diesel auxiliary light plant, 32- | 
volt Southway batteries, Goulds and Jabsco pumps and 
three Kidde fire extinguishers. The hull is treated with 
Cuprinol preservative and International paint is used on 
the topsides, with Navicote on the bottom. 

Navigating equipment includes Bendix depth recorder, 
7” Ritchie compass, Metal Marine Pilot automatic steerer, 
Apelco radiotelephone, Perko electric fog horn and One- 
Mile-Ray searchlight. 

Accommodations are provided for three men in the 
fo’c’s’le, and the deck house has one berth in the captain’s 
stateroom and a Real Host gas range in the galley. 

The Diesel Engine Sales, Inc. yard, of which L. C. 
Ringhaver is president and general manager, is turning 
out approximately two new boats every week. They are 
built on an assembly line basis, with the raw materials 
going in one end of the building shed and the completed 
boats coming out at the other end. The yard has built 
its last hundred boats in 14 months’ time. 

Hull No. 401, which followed the Miss Four Hundred, 
is the 67’ Drag-O-Net, built tor John Salvador of S. Sal- 
vador Sons, St. Augustine, Fla. This vessel is powered 
with a D13000, 120 hp. Caterpillar Diesel with Snow- 
Nabstedt 3:1 reduction gear, and equipped with Raytheon 
Fathometer and Hudson American telephone. 































(Continued from previous page) 
loss in displacement or vessel body. In addition, this tun- 
nel still permits the swinging of a large propeller, so 
necessary for handling the trawl gear. 

The P.E.I. dragger has overall length of 49’7%”, water- 
line length of 47’4”, beam of 14’0” and draft of about 3’8”. 
Displacement (mean) is approximately 20 long tons. 

In outboard appearance and arrangement, these vessels 
resemble the American vessels mentioned above. The 
handling of the trawl gear differs, however, as the net is 
streamed over the stern, with gallows frames located aft 
port and starboard. Towing is accomplished from a heavy 
shackle on deck at the centerline abreast of the frames 
with the wire going over the rail top aft. This method, 
developed by Director Gorman, is reported to work very 
effectively. 

All other appointments and arrangements are more or 
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less conventional. There is a raised fore deck to provide 
headroom in the crews quarters, which accommodates 3 
men and the galley. The pilothouse is located just for- 
ward of amidships, and contains all navigating and elec- 
tronic gear. 

The new 50-foot dragger has a 4-cylinder, 75 hp. Diesel 
power plant with 3:1 reduction gear and belt driven take- 
off forward for operating the winch. Swinging a 37” 
diameter propeller, the engine gives a speed of 9.3 knots. 
The gallows frames are of extra heavy pipe, and a boom 
is swung from the mainmast for handling the net, which 
is a Yankee %4-35. 

Hold capacity of the dragger is 30,000 pounds maxi- 
mum, fuel capacity is 500 Imperial gallons in two engine 
room tanks, and fresh water capacity is 75 gallons. Con- 
struction and fittings meet the full approval of the Do- 
minion Board of Transport requirements. 
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Florida Scallops not Being Fully Exploited 


C. P. Idyll* Outlines Economic Problems of the Scallop 


ESEARCH is now under way to obtain more infor- 
mation on the scallop fishery of South Fldrida, 
which shows promise of supporting a sizably larger 

industry than at present. Data is being gathered on the 
biology of the scallop, the fishing and handling methods, 
and the economics of the fishery. -The ultimate purpose 
of the survey is to assist the Florida Board of Conserva- 
tion in deciding whether regulations are required to main- 
tain the stock. 

At present no regulations exist in the scallop fishery, 
but suggestions have come from some segments of the 
industry to the effect that a closed season should be im- 
posed. This is based, in part, on supposed lower yields 
of scallop meats during some seasons of the year. The 
survey now under way is being conducted by James 
Murdock of the University of Miami Marine Laboratory. 

The Florida scallop fishery is of recent origin, having 
had its real beginning as late as the 1930’s. Scallops occur 
in many shallow grassy bays along the Florida coast, but 
a sizable commercial fishery for these shellfish exists only 
in two areas on the west coast of the State. Very small 
catches occasionally are reported from other areas. 

In past years the largest hauls have been made in the 
waters of Bay County (Panama City) on the upper west 
coast of the State. The fishery presently being studied, 
the Lee County (Ft. Myers) area, is the second most im- 
portant in the State in point of landings in most years. 

In Lee County scalloping is conducted in the shallow 
waters along the western shore of Pine Island. This area 
extends along the shore for a distance of approximately 
13 miles, from Bokeelia on the northern end of the Island 
to St. James on the southern end. The depths of the water. 
range froma one to eight feet at mean low tide. Most of 
this area has a sand and shell bottom covered with turtle 
grass. In some places there is a mud bottom. 

During the early thirties operations in the Lee County 
scallop fishery were conducted in the latter part of the 
Summer and continued throughout the Fall season. In 
recent years, however, fishing has started as early as mid- 
May and continued until the end of October. This year 

* Excerpted from a paper delivered at the recent Oyster Convention in New 


Orleans, La., by Mr. Idyll, who is a research associate of the University of 
Miami Marine Laboratory. 





Mullet fishermen’s gill nets drying on racks on the bank of a tidal 
stream off Tampa Bay, Fla. 
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Industry; Describes Catching and Processing Operations 






(1953) a few fishermen in 
the Pine Island area be- 
gan operations on the 
first of June. 

It would appear that 
from 1936 Florida scallop 
landings have been sta- 
bilized between about 
100,000 and 250,000 lbs. 
annually, with a few 
years showing lower 
landings. Recently this 
resource has been worth 
over $100,000 to the fish- 
ermen. 


Type of Boat and Gear 


The type of boat used 
in the Lee County scallop 
fishery is a flat-bottomed 
shallow draft launch approximately 15’ long. Most of 
them are powered by air-cooled gasoline engines placed 
midships. A culling board which is about 5%’ wide and 
2’ long is fitted at the stern. Another boat of similar size, 
but without an engine, is towed astern for the purpose of 
carrying the catch. 

The scallops are caught by dredges, locally called “drags”. 
The drag consists of a triangular ison frame supporting a 
webbing bag. The webbing, of about 234” stretched mesh, 
is made fast on the bottom to the circular bar, on the top 
to the crossbar, and on the sides to the bend of the frame. 
Most of the drags are about 28” wide at the blade. 

A certain amount of scouting time is necessary before 
the fisherman can locate a suitable bed of scallops. The 
animals are located visually by their movements (par- 
ticularly at dawn or dusk) or by making trial drags. 
When scallops have been found, the fisherman will con- 
tinue to drag the spot as long as he can make a satis- 
factory catch. Some fishermen use a pole stuck in the 
ground or a glass jug with an anchor attached to it to 
mark a favorable location. Although several fishermen 
may be working the same general area, usually only one 
or two will work the same location. The place may be 
dragged for a few hours or for several weeks, depending 
upon the availability of the scallops. 

The actual fishing is done by towing two drags along 
the bottom. The length of the towing warp is regulated 
in relation to the depth of the water and the type of 
bottom. The drags are hauled in alternately and emptied 
on a culling board. The scallops are picked from the trash 
and put into a bushel measuring basket. When the measure 
is full, the shellfish are transferred to a burlap bag and 
placed in the skiff towed behind the main vessel. 

The price paid to the fisherman is generally from $1.50 
to $2.25 per bushel. At times the fisherman is limited as 
to the size of his catch by the inability of the wholesaler 
to handle large landings. Unlimited catches may be as 
high as 20 or more bushels per day. 


C. P. Idyll 


Processing and Distribution 

At the packing house the bags of scallops are emptied 
onto metal-topped tables around which the openers stand. 
Each opener has a gallon tin measure into which the 
meats are put. As soon as the measures are full, the meats 
are collected and taken to be washed. The wash consists 
of a fresh water rinse which cleans away any shell frag- 
ments or viscera which still may be adhering to the 
muscle. 

(Continued on page 30) 
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Louisiana Fund Proposed to 
Pay Fishermen for Gear Losses 


Lee Eddy, chief of the Commercial Seafoods Division 
of the Louisiana Wild Life & Fisheries Commission, pro- 
posed recently that a contingency fund be established by 
oil companies and others carrying on marine operations 
in State waters, to reimburse commercial fishermen for 
loss of gear and other damage caused by pipes and other 
underwater obstructions left by such companies. Mr. 
Eddy stated that the losses of fishermen in damaged 
trawls and other gear amounts to thousands of dollars 
each year, and he said that a fund of $30,000 a year would 
pay for these damages. 

According to the proposed plan, the Commercial Sea- 
foods Division would be custodian of the fund, and would 
judge the evidence presented by the fishermen. It is be- 
lieved that this system would be better for the commer- 
cial fishermen, since the expense of legal procedure is 
often more than the amount they receive as damage. The 
method also would save the companies the expense and 
time involved in investigating a large number of rela- 
tively small claims. 


New Steel Trawlers 


Early in October, the Marine Construction Co. of Pat- 
terson was completing a 65’ x 18%’ all-steel shrimp trawler 
for Norman Adams, who has named it the Miss Bobbie. 
The yard has under way a 70’ x 19’ steel trawler for 
Emory Pacetti of St. Augustine, Fla. 

John Dilsaver of Morgan City, owner and manager, is 
working a crew of 15 men regularly. He opened the yard 
this Spring, and has been busy ever since. Harris Penni- 
son is yard superintendent. 


Shrimp Pack Shows Increase 


The Gulf shrimp pack for the season through October 
31 was 16% ahead of last year. During the last week in 
October, 33,758 cases were put up, against 27,538 in 1952. 


New Shrimp Gear Development 


Shrimping in “mud lump” areas recently has been made 
possible by wrapping the lead line of the trawl with a 
heavy rope, thus allowing the line to roll over the lumps 
and not hang up. Very often these “mud lump” areas are 
potentially heavy-producing regions, but fishermen have 
been giving them a wide berth because of heavy net 
losses experienced. The new method of rigging a net for 
such fishing is being used successfully off the Louisiana 
coast. 


Shrimpers Completed by Conrad 

Conrad Industries, Morgan City, recently delivered a 
new trawler to Frank Green of Brownsville, Texas. The 
Green’s Pride is a 65-ft. standard Conrad model, powered 
by a D337 Caterpillar 170 hp. engine. 

Also launched recently at Conrad’s was a 65 ft. hull 
for Vernon Boynt of Brownsville. It will be equipped 
with a 6-110 General Motors Diesel. 


Mississippi Ordinance Regulates 
Area for Shrimping Operations 


Under terms of an ordinance adopted early this month 
by the Mississippi Seafood Commission, trawling or sein- 
ing of salt-water shrimp north of the railroad tracks on 
the Mississippi Gulf Coast is prohibited. The ordinance 
was adopted as a conservation measure because biologists 
have found that shrimp breed in these waters. 

Trawling and seining now must be confined to the 
waters south of the Louisville and Nashville Railroad 
tracks, and the regulation applies to commercial or bait 
shrimp. 
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The “Star Queen”, 85’ x 20’4” x 9’ snapper boat built recently by 

Krebs Shipyard in Pascagoula, Miss., for Star Fish & Oyster Co. of 

Mabile, Ala. Designed by Roy Krebs, the vessel is smack rigged, and 
is powered with a 165 hp. General Motors Diesel. 





“~. 


Several Boats Being Built at Biloxi 


Several large boats were in the final stages of construc- 
tion in the Biloxi shipyards early in November. Brander’s 
Ship Yard has constructed four large trawlers thus far 
this season, and will have two others delivered before the 
year is out. Brander put one 72’ x 21’ x 10%’ deep-sea 
trawler overboard the latter part of October. His men 
then began working on another, which was expected to 
be delivered during the first part of November. 

Toche Boat Building and Repair Yard has completed 
four commercial shrimp boats, and a 60’ x 18’ vessel is 
now under construction. 

In Biloxi, many of the local people build their own 
fishing boats. Anson L. Holley, a life-long boat builder, 
now is constructing a 51’ x 16’ sea boat for his son, Lionel, 
who is assisting with the work. The men started the boat 
last January, but have been held up by lack of materials. 
The vessel is now about one-third finished, and Mr. 
Holley hopes to have it ready for next Summer. 


Seafood Catch Shows Decline 


Landings of fishery products at Mississippi ports during 
August totaled 8,988,850 lbs. This was a decrease of 9,687,- 
000 lbs. compared with production during the correspond- 
ing month of 1952. 

Menhaden (7,122,100 lbs.) accounted for 79 per cent of 
the total landings for the month. Menhaden receipts dur- 
ing August of last year amounted to 16,659,550 lbs. The 
shrimp catch for this August was 1,681,700 lbs., compared 
with 1,857,000 lbs. for August, 1952. 

Landings of all species of fish and shellfish at Missis- 
sippi ports for the eight-month period ending with August 
totaled 58,138,500 lbs., compared with 109,558,000 Ibs. 
landed during the first eight months of 1952. 


New Seafood Plant Being Constructed 


Work on the new seafood plant being built for Southern 
Shell Co. on East Bayview, Biloxi, is progressing rapidly. 
The plant is expected to be completed by December 1. 


Alabama Tidelands Act Test 
Awaits Objections 


The Supreme Court recently granted four defendant 
States (Texas, Louisiana, Florida, and California) 40 days 
in which to file objections to a move by Alabama chal- 
lenging the constitutionality of the 1953 submerged lands 
act. After the replies are received, the Supreme Court 
will decide whether to let Alabama file its suit. 

In its motion, Alabama pointed out its citizens had 
built up a fishing industry in the Gulf of Mexico with a 
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Texas Bay Shrimpers 
Making Big Catches 


After the rundown of swollen rivers caused by the 
heaviest rainfall in years, shrimping improved in bays 
and inland waters, resulting in large catches of shrimp 
and fish in both the Gulf and the bays. 

Along the coastline from Corpus Christi to the Sabine 
River, bay shrimp production was heavy. The Galveston 
area reported good catches of whites in the bays, while 
the Port Lavaca area also had good production. Sizes 
were mostly 25 to 35, some 35-50 count, and a few 20-25. 

Shrimp landings for the month of October were the 
largest of the year at the principal Texas Gulf ports. The 
Port Isabel-Brownsville area led all others, with 24,403 
barrels, 99 per cent of which were brown-grooved, and 
one per cent white. Sizes were mostly 20-25; some 15-20; 
and a few 25-35. Aransas Pass ranked second, with 13,256 
barrels; and the Galveston area was third in shrimp pro- 
duction, with 6,292 barrels. 

The Galveston area also reported 261 barrels of oysters. 
An exceptionally good producer some years back, oysters 
have not been taken on a commercial scale in the area 
since 1940. Many of the reefs are coming back after sev- 
eral years of directed work by the Texas Game & Fish 
Commission. It is feared, however, that heavy dredging 
on the reefs at present may exterminate the crop by the 
close of the season. 

The Port Lavaca area ranked fourth in shrimp produc- 
tion, wtih 5,066 barrels reported. Total shrimp landings 
reported at the four principal areas were 49,017 barrels, 
which was a record for the year. 

Landings of edible finfish for October at the principal 
ports also were greater than for any other month of the 
year. A total of 130,975 lbs. were reported. 

Production of red snapper from the Gulf was heavy, 
with large amounts going to Galveston, Aransas Pass, and 


Port Isabel. Black drum and channel bass landings were . 


large at Aransas Pass and Port Isabel. Indications are 
that fish along the Texas coast have made a remarkable 
recovery after the heavy losses due to low temperatures 
about three years ago. 


Channel Entrance Scene of Two Accidents 


The narrow treacherous entrance to the Twin City 
deep-sea channel has been the cause of two trawler acci- 
dents recently. The Valiant, owned by Versaggi Shrimp 
Co., was beached at the opening of the pass. The boat was 
later refloated by a tug and taken to the ways for repair. 

.The Little Chris, operated by skipper Philip Burch of 
Fort Myers, Fla., capsized on the south jetty during rough 
weather, and was breaking up at last reports, a total loss. 
The hull probably will have to be moved, since it con- 
stitutes a hazard to traffic in its present location. 

This short channel at Brazos Santiago is very danger- 
ous, according to boat operators familiar with it. The 
channel is improperly marked by day, and the lighting is 
inadequate for night passage, it is claimed. A shrimp 
fleet of hundreds of trawlers uses the channel. 


Corpus Christi Bay Shrimpers Organize 


In order to protect themselves from possible hardships 
the enforcement of a city ordinance would inflict on them, 
bait boat operators and some commercial shrimp boat 








gross annual revenue of 15 million dollars. The motion 
asserted the State legally was limited to jurisdiction of its 
coastal waters to the extent of three miles, whereas the 
defendant States were claiming jurisdiction to the nine- 
mile limit under the 1953 law. The motion further says 
the defendant States “have and will” put in discrimina- 
tory regulations and license fee requirements against 
Alabama fishermen. It also pointed out that Alabama 
fishermen might be excluded from those States’ coastal 
waters up to a distance of nine miles. 
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The shrimp trawler “Southern Clipper” runs out of Aransas “Pass, 
Texas. Owned by Vernon Crotts, she is powered with a D337 Caterpillar 
marine engine, and was built by James Higginbotham of Biloxi, Miss. 


owners met October 6 at Corpus Christi and formed a 
permanent organization to be known as the Bay Shrimp- 
ers Association. 

Several complaints have been made to the Corpus 
Christi City Council that shrimp boats are trawling so 
close to the shoreline in Corpus Christi Bay that sports 
fishermen and private pier owners and operators are en- 
dangered. The Chamber of Commerce, North Beach Mer- 
chants Association and several sportsmen’s groups peti- 
tioned the Council to enforce an ordinance which has 
been on record for several years. This ordinance makes 
it unlawful for commercial netters or trawlers to operate 
within the city limits. It is claimed that the larger part 
of Corpus Christi Bay is within the city’ limits. 

To close Corpus Christi Bay to shrimpers and netters 
would mean that shrimp boats would have to travel 
farther seeking bait. Boat operators claim this would in- 
crease the cost of bait shrimp, which at the present time 
is selling for upwards of $2.00 a quart. 

Tom Edwards was elected president of the new Asso- 
ciation; Raymond James, Joe Wall and Jack Edwards, 
vice-presidents; and Mrs. Bernie Arnold, secretary-treas- 
urer. 

A board of directors was selected to outline policies of 
the Association, and draw up a petition to be presented 
to the members for approval, after which it will be pre- 
sented to the City Commissioners. Joe Mircovich, owner 
of the Two Bros. Fish Co. of Ingleside; J. N. Rios, and 
D. N. Wright were elected directors. J. W. Cooper was 
appointed attorney for the group. 

The Texas Game and Fish Commission has agreed to 
enforce the no-netting law through their local game and 
fish wardens, if the City will set boundaries of the closed 
waters by placing flags or setting buoys at control points. 


Find Part of Trawler Deck 


A portion of a trawler deck hauled from 14 fathoms of 
water in the Gulf of Mexico east of Pass Cavallo may be 
the evidence needed to definitely establish the fate of the 
Helen C. and her two crew members, missing since 1951. 

Kenneth B. Cabbiness, 20-year-old deckhand, and Capt. 
Bill Cady, 25, were last seen aboard the Helen C. on 
March 11 two years ago. On that day, the two men left 
Galveston on the Helen C. with a two-day supply of food 
and enough fuel to last approximately 60 hours. They 
were bound for the Gulf of Mexico area surrounding Pass 
Cavallo, off Port O’Connor. 

An Aransas Pass trawler picked up the wreckage which 
is believed to be part of the missing vessel. Daniel Dion, 
who was familiar with the Helen C., was aboard the 
trawler when the wreckage was picked up and identified 
it as part of the ill-fated craft. 
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New Bedford Scallop Catch 
Is Heavy This Year 


Scallop production for the first nine months of this year 
nearly approximates the highest recorded annual land- 
ings, which were 12,600,223 lbs. in 1951. Many of the 
larger vessels have converted to scalloping this year, and 
this has caused a decline in landings of groundfish and 
flounders, according to George W. Snow of the New Bed- 
ford office of the Fish & Wildlife Service. 

September cap log figures included 167,270 lbs. of cod; 
118,810 lbs. large haddock; 423,275 lbs. scrod; 610,965 Ibs. 
blackback; 22,115 lbs. of dab; 110,205 lbs. fluke; 18,445 lbs. 
grey sole; 201,600 lbs. lemon sole; 1,478,820 lbs. yellow- 
tail; 1,594,676 lbs. sea scallops and 1,434,684 lbs. trash fish. 


Vessels Leave to Shrimp in South 


Several members of the New Bedford fleet have left 
for the shrimp industry of Florida and other Southern 
States. The Southern Cross, Lainee K., Wanderer, Cam- 
den and Barracuda are reported to have gone, and several 
others are preparing to leave. 


“Theresa” Damaged by Fire 


Fire last month in the pilothouse and stern section of 
the fishing dragger Theresa, tied up at Mullins Wharf, 
Fairhaven, caused an estimated $6,000 damage to the craft 
and personal belongings of the crew. Owned by Joseph 
Rego, the dragger had tied up with about 40,000 lbs. of 
hake. 


Preparing Film to Publicize Fishing 


A film of actual fishing operations aboard draggers and 
scallopers of the port of New Bedford is being made. The 
initiative in publicizing the New Bedford fleet has been 
taken by the Seafood Producers Association, which is at- 
tempting to raise the funds to sponsor the film for tele- 
vision and movie release. 

The picture will show the use of navigational aids and 
other equipment, and probably will become available 
within two months. It will be in sound and color. 


Vessels Overhauled; Get Automatic Pilots 


The dragger North Sea of Virginia has been hauled out 
at D. N. Kelley & Son, Fairhaven, for shaft and propeller 
work and painting. She has been fishing out of Gloucester 
and was hauled out at Fairhaven en route South for the 
Winter. The Barber also has been hauled out for general 
repair. 

At Peirce & Kilburn Corp., Fairhaven, the Jerry and 
Jimmy has been hauled out for new stanchions and 
planking on her starboard side. 

Metal Marine automatic pilots have been installed on 
the Gannet, Dauntless and Hope II. 


Senator Kennedy Meets with Fishing Industry 


U. S. Senator John F. Kennedy, conferring with fishing 
executives and union leaders from Boston, Provincetown 
and New Bedford in the latter city last month, advised 
that cooperation among themselves was more important 
to their welfare than State or Federal aid. 

He emphasized that some of the difficulties with in- 
surance, taxes, imports and related problems could be 
handled most satisfactorily by agreements among the 
various elements in the industry. 

Senator Kennedy gave representatives of the industry 
the following suggestions: 

(1) To combat the insurance problem, which is one of 
the most critical facing boat owners and which was said 
to have been created because of irregularities in laws 
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applying to the fishing vessels, Senator Kennedy advised 
labor and management to “come to some compromise” op 
basic amounts of compensation to be paid to fishermen 
injured while performing their jobs aboard fishing vessels 

(2) The Senator said the industry must act collectively 
to combat import regulations now existing. He said he 
would attend a meeting in Washington to propose either 
a regulation by quota or by higher tariff rates. 

(3) Kennedy urged that the industry consider and pro. 
pose means of carrying out a mandatory inspection of 
fishing vessels, agreeable to both labor and management, 


Killed in Accident at Sea 


Robert J. Davignon, a 26-year-old New Bedford fisher. 
man, died at sea October 11 aboard the scalloper Janet 
and Jean. He was crushed between a dredge and the 
vessel’s hull when the dredge slipped over the side, ap- 
parently dragging him with it. A sudden roll of the sea 
led to his death, according to crew members who testified 
at a Coast Guard hearing. 


Rhode Island Has Biggest Yield 
Of Bay Scallops in Years 


Rhode Island waters have been dredged, scooped and 
raked of the biggest yield of bay scallops in years. Ed- 
ward C. Hayes, State Administrator of Fish and Game, 
said bushels have been taken from Point Judith Pond 
and Little Narragansett Bay since the season opened on 
September 15. 

With the cream of the crop skimmed off and tucked 
away in deep freezers, fishermen now will go after the 
“scatterings” with assurances that there are plenty lett. 

The unusually abundant crop resulted in a drop in the 
wholesale price of opened scallops from $9.00 a gallon on 
opening day, to $5.60 a gallon. 


Small Quahaugs Scarce in Greenwich Bay 


According to John Glud, shellfish researcher for the 
Fish & Wildlife Service, the present population of very 
small quahaugs in Greenwich Bay indicates a drop in 
littleneck production next year and in 1955. He added 
that he had no explanation for the expected drop. 

For the past three years, the production of legal-sized 
quahaugs in Greenwich Bay has remained constant at a 
fairly high level. He estimated fishermen are taking one- 
fifth of the total population each year—or eight million 
quahaugs out of a total of 40 million of all sizes. 





The 62’ dragger “Bluefin”, co-owned by Capt. Arthur Fahlen of New- 
port, R. I. and Henry J. Perron of Tiverton, R. |. Formerly known as 
the “Heedja”, the boat is powered with a 170 hp. Superior Diesel, and 
there is a 3:1 Twin Disc reduction gear and Twin Disc flexible 
coupling. The craft is finished with Woolsey paint, and is equipped 
with 44 x 34 Columbian propeller, Wickwire wire rope, Hathaway 
winch, RCA radiotelephone, Raytheon Submarine Signal depth sounder 
and Loran. 
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Florida Commercial Seafood 
Production Led by Shrimp 


Shrimp is king throughout Florida, according to the 
1951-52 report of the Florida State Board of Conservation. 
The crustacean heads the list of commercially-important 
fish in Florida waters both in quantity and value. During 
1952, a total of 42,641,850 lbs. of shrimp were caught, 
bringing $10,600,000 to the State’s fishermen. Monroe 
County ranks first in shrimp production. 

The conservation report also outlined an intensive pro- 
gram of research in the field to increase the productivity 
of the State’s 711 licensed shrimp boats. It includes ex- 
periments with new methods of catching shrimp, explora- 
tion in an effort to find new fishing grounds and the con- 
trol of “black spot” on fresh and frozen shrimp. 

In addition, the department has been experimenting in 
an effort to devise and promote new uses for so-ealled 
“trash fish’; i.e., normally commercially-unusable small 
fish caught along with shrimp. These waste fish can be 
converted into valuable “meal” for use in fertilizers and 
dog and cat foods, it was pointed out. 


Underwater Listening Experiments 


Underwater listening experiments, to determine if 
schools of menhaden or little tuna create any character- 
istic sounds by which they might be located, were carried 
on recently off the northeast coast of Florida aboard the 
Fish & Wildlife Service’s 57’ research vessel Pompano. 
Although weather and poor sea conditions seriously ham- 
pered observations a good part of the time, several tape 
recordings were made while schools of menhaden passed 
directly under the vessel as it drifted. 

Some sounds definitely originating from marine life 
were observed on these occasions, but more tests are 
needed before it can be established positively that the 
sounds heard actually were produced by menhaden. In 
one instance the sounds picked up resembled the high- 
pitched squeaking of mice. 

Several recordings were made while the Pompano was 
near surface showings of little tuna. These fish were 
widely scattered rather than in concentrated schools, and 
no significant sounds were noted. Past experience indi- 
cates that little tuna do not collect in large surface schools 
except during prolonged periods of good weather. 

Noises created by other fishing craft and even the roll- 
ing of the research vessel in a sea interfered with the ex- 
periments. One problem will be the devising of a filter to 
eliminate or reduce these noises to permit the use of the 
full amplifying power of the equipment in frequency 
ranges in which the fish may be active. 


New Firm Completes First Shrimper 


The Miss Lisbon, first shrimp boat to be built by the 
new firm of Shrimp Boat Builders, Inc. of Jacksonville, 
was completed recently. The 71-ft. vessel has a 19-ft. 
beam and draft of 6% ft. She is owned by Roland Fish 
Co. of Mayport, and will operate with the Roland fleet 
out of Tampa. 


Fishermen Vote Mullet Price Boost 


Union fishermen from 21 Florida West Coast fishing 
centers have voted to raise the price of mullet sold to fish 
dealers to 10 cents a pound. This action was taken at a 
meeting of union stewards from the fishing areas. The 
stewards are members of the United Meat Packers of 
America. j 

Mullet sold by fishermen dropped in price recently 
from 18 cents a pound to 8 cents. At Marco, in Collier 
County, the price fell to 3 cents a pound. 
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The “Hornet”, 41’ x 14’ x 3’6” shrimper owned by Mt. Pleasant Sea 
Food Co., Mt. Pleasant, S. C. The craft is powered with a Cater- 
pillar D315 Diesel, and operates out of Charleston. 





Tampa to Have New Freezing Plant 


Construction of a modern freezing plant for shrimp and 
other seafoods is well under way at Hookers Point, Tampa, 
for the Shoreline Packing Corp. Headed by Billy D. Hice, 
who is well known in the frozen food industry in Georgia 
and Florida, the plant will have a capacity of 1800 lbs. of 
frozen processed shrimp per hour. ‘ 

Officers and directors of the Corporation, which is ex- 


‘pected to start operations late in December, include Hice 


as president; W. Grant Horsey, vice-president and treas- 
urer; and William B. Horsey, secretary and assistant 
treasurer. . 


Challenges Bait Shrimp Law 


Garrett Howland, Jr. of Oak Hill has challenged the 
constitutionality of a recent law banning the taking of 
“bait” shrimp in Volusia waters except by cast or dip 
nets. The act is questioned, according to the suit, because: 

It is a special or local act applying only to counties of 
60,000 to 80,000 population passed under the guise of a 
general law since Volusia is the only county in this pop- 
ulation bracket. It is claimed that the law was passed by 
the Legislature without a referendum provision and with- 
out prior publication of intent to apply for passage of a 
special act. It is further claimed that “bait” shrimp is a 
misnomer, since these shrimp can’t be distinguished from 
other shrimp. 


Coon Oysters May Become Cocktail Delicacy 


In the Apalachicola laboratory of the State Oyster 
Cultivation Division, Marine Biologist Robert Ingle has 
been conducting experiments on the smoking of coon oy- 
sters for the luxury market, now dominated entirely by 
the canned Japanese smoked oyster. 

Ingle has marinated quantities of coon oysters with 
peanut oil, soaking them overnight. The following morn- 
ing the oysters were placed in a closed smokehouse and 
treated with baywood smoking for six hours. He claims 
the result was a succulent delicate tidbit. 

Ingle plans to repeat the experiment, using more eco- 
nomical soy bean and cotton seed oils. “The miniature 
size of the coon oyster, which has rendered it hitherto 
unprofitable commercially, adapts it particularly well for 
canape and cocktail serving,” Ingle pointed out. 
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Great Lakes Fishermen Make 
Big Perch Catches 


The heaviest lake perch catch in many years was made 
by commercial fishermen on Green Bay, as well as by 
commercial producers operating on Lakes Huron and 
Erie of the Great Lakes, this Fall. But they also suffered 
the worst pay-off for perch in a long time. 

The price shrunk to six cents a pound, at which figure 
fishermen say they can’t make a profit. Thus, a number 
of netters turned to chub fishing, as chub were bringing 
a better price. 

With November fishing starting, Green Bay area com- 
mercial netters as well as those operating in the Bayfield, 
Wis., Huron Bay and Whitefish Bay, Mich. areas, are 
preparing for the annual herring harvest. Catches of 
herring in most of the known spawning areas of the Great 
Lakes already are increasing daily. 

During October, except for the first week, the lake 
trout closed season was in effect on Lake Superior. Just 
before the closed season, however, while gill netters 
weren’t getting too many trout, the hook-and-line fisher- 
men and trollers were having a field day. One fisherman 
reported a catch of 200 lake trout in five trips out, on 
Huron Bay, using only one trolling line with a brass 
spoonhook. 

From Lake Superior the commercial take of whitefish 
was reportedly below expectations, while the yields of 
suckers, burbot and other rough fish were moderate. 

From Lake Michigan, generally, commercial net fisher- 
men were producing somewhat better yields of whitefish 
in certain areas, while in other areas catches were poor. 
Herring takes were on the upswing, and production of 
other fish was moderate, depending largely on fishing 
pressure. 

On Lake Huron, chub, whitefish, yellow pickerel, perch, 
and herring, generally, were in best production. The 
yellow pickerel catch from Lake St. Clair has been 
lighter this year than before. 

General production from waters of Lake Ontario, ac- 
cording to scattered reports from fishermen there, has 
been light on usual varieties. 

On the international border, Lake of the Woods netters 
were lifting substantial takes of perch, sauger, and 
pickerel. 


Electric Barriers Most Effective 


Leonard Joeris, fisheries research biologist for the Fish 
& Wildlife Service, recently told Escanaba, Mich. fisher- 
men that electric barriers now being installed in streams 
which flow into Lake Superior, are the key to the destruc- 
tion of the fish-killing sea lamprey in the Great Lakes. 
Joeris said the Service hopes to complete its construction 
of such devices in Lake Superior streams this year and 
to begin on Lake Michigan streams in 1954. 

On Lake Michigan, fishermen are much aware of the 
destruction of walleye and whitefish by the eels, which 
attack the largest fish they can find, rather than any one 
type of fish. 

Although a lamprey does not poison a fish, it does se- 
crete a fluid into the wound, to prevent the blood from 
coagulating and the wound from healing. After a lam- 
prey attacks a fish with its ring of horny teeth, the red 
blood cell count of the fish drops rapidly. This is espe- 
cially noticeable in the case of lake trout. 


Object to Herring Price 


More than 50 fishermen operating on Green Bay out of 
Fairport, Garden, Escanaba, Gladstone, Cedar River, 
Menominee, Mich. and Marinette, Oconto, Sturgeon Bay, 
Fish Creek and Washington Island, Wis., have agreed to 
leave their boats tied to the dock rather than engage in 
a November herring run for less than four cents per 
pound. 

Boat owners claim that unless they get a favorable 
price of four cents a pound or better, they will not be 
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George Crewe’s 51’ gill-netter, which went into service at Wheatley, 

Ontario last Summer. This third boat of Crewe’s is powered with a 

165 hp. overhead valve Osco Marined Ford engine, turning a 31 x 22 
propeller through 3:1 reduction gear. 


able to operate at a profit. They also went on record as 
protesting what they described as a mark-up of 59 cents 
per pound for perch, and as favoring higher tariffs on 
imported fish. 


Fishermen Urged to Collect Trout Eggs 

Fishermen operating on Lake Superior were again 
asked this year to take lake trout eggs, according to the 
Conservation Department’s fish division headquarters in 
Marquette, Mich. Eggs collected are hatched at the Mar- 
quette fish hatchery. The fish are raised to fingerling size 
before being planted in Lake Superior. 


Lake Obstructions Disclosed 


The Army Engineers Corps said recently that a number 
of serious uncharted menaces to Great Lakes shipping 
were uncovered by a lakes survey made during the Sum- 
mer. Louis D. Kirschner, of the Engineers Corps, said 
shoals and other underwater obstructions were found in 
shipping channels in Lakes Erie, Huron and Superior. 
Electronic equipment recorded a treacherous shoal at the 
mouth of the Detroit River in Lake Erie, three under- 
water obstructions in Lake Huron just north of the St. 
Clair River, and a hazard in Lake Superior north of Sault 
Ste. Marie. Dredging operations to remove the hazards 
have been started. 


Record Herring Caught . 


Anything over two pounds in a herring is considered 
big, but when the Bodin Fisheries of Ashland, Wis. lifted 
nets near Outer Island of the Apostle Island group in 
Lake Superior, a herring came up that weighed six 
pounds, four and one-half ounces. The fish measured 26” 
in length and 14” in girth. Roger Bodin claims it is the 
world’s record herring. 

The biologists of the Wis. Conservation Dept. have 
checked the fish and declared it to be a true herring. 
Scale samples were studied to determine the age of the 
fish, which was set at 12 years. 

The previous record for size was established in the Fall 
of 1952, when Charles Lixie of Port Huron, Mich. landed 
one that weighed 4 Ibs. 14% ounces. The fish had a length 
of 21” with a girth of 145%”. 


Against Fish Import Limitation 

A Wisconsin delegation of 21 fish dealers, all members 
of the Wisconsin Fish Dealers’ Assoc., have protested 
against the proposed limitation of fish imports, which is 
being considered by the U. S. Tariff Commission. The 
protest is against the request of fishing interests to limit 
importation of foreign cod, ocean perch and haddock. 

The Wisconsin group is represented by Walter Meier, 
Inc. of Milwaukee, a fish and seafood brokerage firm. 
Meier is also reported to represent the American Seafood 
Distributors Association. 
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Virginia Has Good Oyster 
Set in Lower James River 


Dr. J. L. McHugh, director of the Virginia Fisheries 
Laboratory at Gloucester Point, recently reported that 
the 1953 oyster set in the lower James River was pretty 
good, but not as good as that of the Summer of 1949. 
McHugh and his staff made a survey of the River’s prin- 
cipal oyster shoals, with a view to determining the rela- 
tive size of last Summer’s “strike” of oysters. 

McHugh said test dredgings were taken at Horsehead, 
Wreck and Deepwater shoals, and all.showed an excellent 
set. The strike was extraordinarily good at Horsehead 
shoals. ’ 

The lower York River set was as usual, prolific, accord- 
ing to McHugh, but the strike in that River is without 
value, since the survival rate is too low for any practical 
worth. The presence of oyster drills, which bore through 
oyster shells and kill the animals, accounts for a heavy 
oyster mortality in the lower York. 

McHugh said that no definite survey of the Summer’s 
oyster set had yet been taken in the Rappahannock 
River. 


Tangier Fishermen Doing Well 


Tangier tongers, according to reports, are doing well 
on the Rappahannock and James Rivers, taking seed 
oysters. Most of them are making from $80 to $100 a 
week. 

Clammers in Tangier waters are having better success 
than they have had in years. One man can dig from 600 
to 1000 clams a day and sell them to the Tangier markets 
for 2¢ apiece. 

Pound fishing also has picked up. Capt. Wyatt Pruitt, 
fishing two traps on the east side of Tangier Island, has 
been having excellent results. 

Hard-crab catchers report improved yields. Some of 
them are taking as many as 8 barrels a day, and selling 
the crabs for $4.00 a dozen. 


Hampton Roads Area Landings 


Totalling 540,000 lbs., October fish production in the 
Hampton Roads area was approximately 300,000 lbs. 
below the same month of last year. About 60% of the 
catch was taken in pound nets and haul seines. 

The yield of sea trout amounted to 182,000 ibs., and 
led all the other varieties. Most of the sea trout catch 
came from pound nets and haul seines. Scup, with 126,000 
Ibs., ranked second, followed by spot, with 87,000 Ibs. 


Maryland Oysters Are 
Bringing High Prices 


Oyster prices at mid-October broke all records for the 
season of the year, with better quality natural bar 
bivalves selling for as much as $3.25 a bushel. Run of the 
mill natural stock was selling for $2.75 to $3.00 at the 
same time. The yield generally was running about ten 
bushels per oysterman, thus providing a good income to 
those so engaged. Unusually good weather conditions 
have made operations possible almost without interrup- 
tion since the season started the first of September. 

The hauls to date do not give a clear picture as to the 
abundance of oysters on the bottoms, although early in- 
dications point toward a supply that will provide a yield 
for the year comparable to or slightly lower than that 
of last year. 


Low Spat Catch Not Serious 


‘Commissioner John P. Tawes of the Department of 
Tidewater Fisheries said recently that there was no cause 
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W. O. Vaughan’s 40’ “Ethel V.” of Deltaville, Va. carries fishing 
parties on the Chesapeake Bay and the Rappahannock River. The 
craft is finished with Pettit paint, and uses Esso gasoline and lubri- 
cating oil. She has Willard batteries and 16 x 14 Columbian propeller. 





for alarm on the part of oystermen due to the low rate of 
spat catch on shells planted this season. 

Mr. Tawes said that oysters on the dredging rocks are 
exceptionally fat for this time of year, and added that 
some of the best oysters are on Pembrooks Rock on the 
western side of the Bay. 

Storm Rock, at Sharps Island, will be opened to dredg- 
ing the first of December, and this area also has some 
very fine oysters for the Christmas business. 

An intensive three-week survey of Maryland’s natural 
oyster bars lying in the Chesapeake Bay and several of 
its larger tributaries was made recently by personnel of 
the Solomons Island Biological Laboratory, the Depart- 
ment of Tidewater Fisheries, and the U. §. Fish and Wild- 
life Service Chesapeake Shellfish Investigations Unit at 


‘ Annapolis. 


Survival and growth of seed oysters planted in the Fall 
of 1951 and Spring of 1952 have been excellent, and these 
are expected to contribute materially to takes this season. 
However, setting both on natural cultch and planted shell 
generally has been low, so that recruitment to the oyster 
population is very poor for 1953. 

A set of 25 to 30 spat per bushel occurred on natural 
cultch on the Upper Bay Bars along the Eastern Shore 
and, though a low figure, is better than the average 
during recent years for that area. Setting was near zero 
along the Western Shore of the Bay, and in the Choptank 
and Potomac Rivers. Tangier Sound, Eastern Bay, and 
Hoopers Straits were other areas with light sets consid- 
erably below those of other years. 

In the seed areas, only the St. Marys River produced 
sets of commercial value for seed purposes. Counts of 
spat on 1953 shell in that area were 675 per bushel for the 
Gravelly Run-Seminary planting, and 871 per bushel for 
Martin Point. 

Several samples of 1953 shells from the Holland Straits 
planting counted around 200 spat per bushel. On parts 
of Cinder Hill there were enough yearlings and small 
oysters on old shell to make the “run of the bar” counts 
slightly higher, but still below the quality usually con- 
sidered acceptable as seed. New shells on the seed area in 
Eastern Bay averaged only 35 spat per bushel, and setting 
in that region generally seems to have been a failure. 

Other State shell plantings examined mostly failed to 
receive as many spat as expected, but typically had better 
sets than did natural cultch in the same areas. Reflecting 
the slightly better than usual set along the Eastern side 
of the Upper Bay, the shells planted out of Baltimore last 
Winter at Gum Thicket (lower shore of Kent Island) 
caught 115 spat per bushel. Those at Poplar Island, how- 

ever, only showed 14 spat per bushel. 

The highest spat count found occurred on a 1953 shell 
planting in the upper part of the Great Annemessex, 
where 1076 spat per bushel were recorded. 
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Three 375,000-Ib. capacity steel trawlers, recently returned by Ger- 
many, being reconditioned by their owner, Birds Eye Division of Gen- 
eral Foods Corp., Boston Fish Pier. Left to right, the 147’ “Ocean”, 
to be skippered by Capt. Raymond Hanlon; the 144’ “Squall”; and 
the 147’ “Tide”, Capt. William Canning. The “Ocean” and “Tide”, 
which are powered with 650 hp. Cooper-Bessemer Diesels, will fish 
from Boston. The “Squall, powered by a 750 hp. Mcintosh & Seymour 

engine, will operate from Rockland, Me. 


Massachusetts Bill Provides Closed 
Netting Season in Inside Waters 


A bill filed October 1 for consideration by the 1954 
Massachusetts Legislature would bar the State’s territo- 
rial waters to commercial netters and seiners between 
May 1 and October 1. 

Offered by Rep. John A. Armstrong of Plymouth, on 
behalf of the Plymouth County League of Sportsmen’s 
Clubs, the proposed legislation is aimed at preventing the 
seining of striped bass. It would provide penalties of a 
$500 fine or 60 days in jail for convicted violators. 

In September, a captain and his crew were convicted of 
illegally seining 20,000 lbs. of striped bass off the State’s 
North Shore. 


Crew Saved as “Little Nancy” Burns 


Seven Everett fishermen were saved last month when 
their vessel, the dragger Little Nancy, Capt. Frank San- 
filippo, caught fire and sank 10 miles off Cape Cod. The 
crewmen were rescued by the dragger Ave Maria, Capt. 
Salvatore Curcuru, and brought to Boston. 

The Little Nancy was built in 1944, and was owned by 
John Bruno & Co. of Boston. 


Best Mackerel Day 


Five seiners came into Boston on October 9 with 133,000 
lbs. mackerel, the best day of the season. The Nyanza 
sold her fare of 18,000 lbs. at $9.75 per 100 lbs. to freeze. 
All the others sold at nine cents a pound. 


“Delaware” Damaged by Fire 


Fire apparently originating in a stateroom directly aft 
of the engine room damaged the Fish & Wildlife Service’s 
experimental freezing vessel Delaware on October 22. 
Heavy damage occurred in the quarters below deck and 
in the galley above deck, all aft of the engine room. Water 
pumped into the vessel during the fighting of the fire 
stood about waist deep in the engine room, but apparently 
very little damage was caused directly by the fire in this 
room. 

The refrigeration machinery and brine-freezing appa- 
ratus, both located forward of the engine room, were not 
damaged. Approximately 18,500 lbs. of fish were salvaged 
for food purposes. 
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New Jersey Fishermen Protest 
Proposal to Close Shad Areas 


Army dredging operations set for next year along the 
New Jersey shore may mean a cut in Hudson River shad 
fishing. The Army has sent out a public notice saying it 
plans to eliminate shad area “A”—a 500’ wide strip in the 
Weehawken-Edgewater area extending from opposite 
59th Street to 129th Street in Manhattan. 

Shad area 1 from opposite 141st Street to 175th Street 
would be shortened to a 1,500’ wide, 4,000’ long section 
starting at 156th Street and extending to 175th Street. 

A delegation of shad fishermen was expected to enter 
protests with Army engineers in New York last month 
regarding the proposed restrictions. With them was to 
be Rep. Frank C. Osmers, Jr. of New Jersey and members 
of the New Jersey Fish and Game Division, who feel that 
fishing can continue if a proper set of regulations is 
drawn up. The Army believes that the many 1,000’ nets 
strung on poles sunk in the mud bottom along the channel 
edge will create too much interference for the augmented 
shipping activities that will follow the dredging operation. 

It is claimed that at least a score of shad fishermen use 
the Weehawken-Edgewater area, and the bulk of the 
shad that is taken out of the Hudson each Spring comes 
from there. 


Seek to Have Double Creek Dredged 


G. Luther Cox has requested that State officials dredge 
Double Creek, which leads from the Main Channel to 
Barnegat Inlet. It is claimed that such dredging would 
bring more oxygen to the clam beds and release stagnant 
water and poison gases which collect on the bottom. 

The once-thriving oyster business in Ocean County has 
now completely disappeared, according to Mr. Cox, due 
primarily to loss of sufficient oxygen in the water. In re- 
cent years, this same deficiency has shown itself in the 
clamming business. 


Fishing Vessel Collides with Tanker 


The 44’ Wildwood fishing boat Etta K. suffered damage 
to her prow in a collision with a tanker recently about a 
mile east of the Cold Spring Inlet Jetty. The fishing ves- 
sel, owned by Onni Lundholm, returned to the inland 
waterway under her own power before she was beached 
and sunk by water coming in a gaping hole in the prow. 

Workers from Al’s Marine Railway of Otten’s Harbor 
installed a temporary patch and pumped out the water, 
so the boat could be refloated and repaired. 


August Production Shows Big Gain 


Landings of fish and shellfish at New Jersey ports dur- 
ing August totaled 78,791,600 lbs., which represented an 
increase of 44 per cent compared with the corresponding 
month of the previous year. In production, menhaden 
(74,909,050 lbs.) led all other species during the month, 
followed by scup or porgy (1,539,550 lbs.) and fluke (657,- 
500 lbs.). These three items accounted for 98 per cent of 
the total New Jersey production during the month. 

Landings of all species during the eight-month period 
ending with August amounted to 293,869,100 Ibs., com- 
pared with 158,737,350 lbs. during the first eight months 
of 1952. 


Oppose New Menhaden Plants in Zoned Areas 


The city of Wildwood went on record recently as favor- 
ing an ordinance prohibiting the establishment of men- 
haden processing plants in the industrially-zoned areas 
of the city, following a request by Ward Bright for such 
a measure. Bright, appearing before the commission as 
he has done before governing bodies in several other 
communities, said that he was not speaking against the 
presently-operated plant on Wildwood Blvd., as that 
group was doing all within its power to improve the odor 
situation at their plant. 
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Maine Fisheries License 
Changes to Take Effect 


The 96th Legislature did much to clarify and simplify 
the licensing laws by combining and repealing certain 
sections, thereby making it possible for the holder of 
certain licenses to engage in various fisheries activities. 
Following is a summary of changes which will become 
effective January 1, 1954. 

The commercial shellfish license and the marine worm 
license have been combined, and the holder of this $3 
license will be entitled to dig or take either clams or 
worms. 

A new resident commercial fishing license was set up. 
Upon payment of a fee of $10 the owner or operator may 
operate a dragger, gill netter, seine boat or fish weir and 
take, for commercial purposes, all species of fish except 
shellfish and lobsters. The $10 license will cover the 
operator plus two crew members. The operator may add 
other crew members to his license upon payment of $3 for 
each resident or $25 for each non-resident. The $3 resi- 
dent commercial license is still available to those who fish 
alone or operate a small weir, trap or seine. 

The non-resident commercial fishing license which is 
$100 entitles the holder, plus two crew members, to oper- 
ate a boat engaged in seining, dragging or netting for the 
purposes of catching all species of fish except shellfish, 
scallops or lobsters. If the crew exceeds three men in- 
cluding the operator, the fee shall be $100 plus $25 for 
each non-resident and $3 for each resident member of the 
crew in excess of three men. 

The fee for the new scallop fishing license shall be $10 
for each such boat provided that, if the crew of the boat 
exceeds three men including the operator, the fee for this 
license shall be $10 for each such boat and $3 for each 
resident member of the crew in excess of three men. 

Other changes in the fisheries laws which became effec- 
tive August_8 include the following: 

Draggers may use nets measuring less than 434” mesh 
for the purpose of catching flat fish, whiting, herring and 
shrimp only. 

The law prohibiting the sale of crawfish was strength- 
ened, making all types of crawfish illegal in the State of 
Maine. 

The lobster license law was amended so that non- 
resident veterans of the Korean campaign may procure 
the lobster and crab fishing license after being a resident 
of the State for one year. 


American Sardine Corporation’s 49’ sardine carrier “Onawa” of Ma- 
chiasport, Me. Her power plant is a 110 hp. General Motors Diesel 
with 3:1 reduction gear and 36 x 22 propeller. 
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Capt. Courtland Brackett of 
New Harbor, Me., owner of 
the new 55’ seiner “Lucille B.”, 
which was built at Lash 
Brothers Boat Yard, Friendship, 
Me. Capt. Brackett fished for 
27 years in the.“Natalie B.” 
previous to taking delivery of 
his new boat. 








New Lobster Boat 


Capt. Walter Ross of Owls Head, one of three brothers 
who have skippered trawlers out of Rockland for several 
years, has relinquished command of the dragger Flo and 
soon will be lobstering. The Newbert & Wallace boatyard 
at Thomaston recently launched a 36 ft. lobster boat for 
Capt. Ross, which he will fish out of Owls Head. The new 
boat was christened the Amanda R. by Ted Ross, 10-year- 
old son of Capt. and Mrs. Ross. 


Makes Season’s Final Tuna Cruise 


The schooner Marjorie Parker, under charter to the 
Fish & Wildlife Service, completed the final cruise of the 
1953 Gulf of Maine bluefin tuna explorations October 14, 
when she docked at Portland. 

On October 10, within a space of three hours, four 
schools of tuna were sighted in South Channel. Long-line 
sets failed to produce tuna, although the gear was set 
directly in the path of the schooling fish. One school, esti- 
‘mated to comprise about 100 tuna in the 30-45 Ib. class, 
was chummed alongside the boat, but handline fishing 
was unsuccessful. z 

This year’s tuna explorations were delayed until July 
15, due to budget uncertainties, and a large early run of 
tuna was missed completely. Most of the fishing was 
planned to explore the offshore waters near the edge of 
the Gulf Stream, and little effort was devoted to the 
inshore areas where the presence of tuna has been well 
established. 


Rockland Groundfish Landings Show Gain 


Groundfish landings at Rockland totaled 3,111,600 lbs. 
in the month of October, which was nearly a million 
pounds more than in the previous month. Ocean perch, 
at 2,996,000 lbs., accounted for 96% of the entire catch. 
Production was heaviest on the 29th of the month, when 
392,600 lbs. of ocean perch were brought in. 


Urge Lobstermen to Mark Gear 


Sea & Shore Fisheries Commissioner Stanley R. Tupper 
said recently that his Department would be reluctant to 
prosecute in cases of lobster “gear molestation”, unless 
the gear in question is branded or carved with the license 
number of the owner in accordance with the State law. 
The penalty for not marking gear is a fine of from ten to 
three hundred dollars or thirty days in jail. 


Educational Material on Sardines 


Nationwide distribution of thousands of kits containing 
educational material on Maine sardines, for use by teachers 
and home economists, was launched recently by the Maine 
Sardine Industry’s Augusta office. A feature of the kits 
is a sixteen-page text book which covers every phase of 
the sardine as a food, and contains recipes, as well as a 
description of the canning and fishing processes, and a 
story of the industry in general. 
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Surette 


Surrette Marine Batteries can be obtained from 
the following distributors 


















































































































W. N. White & Company 
Halifax, Nova Scotia 


Southwest Boat Corporation 
Southwest Harbor, Maine 


Harris Company 
Portiand, Maine 


Surrette Supply Company 
Peabody, Massachusetts 


Marblehead Yacht Yard Inc., James E. Graves Co. 
Marblehead, Mass. 


Louis Posner 
Fish Plier, Boston, Massachusetts 


Leo’s Battery Service 
New Bedford, Massachusetts 


Robert Horman 
New Haven, Connecticut 


West Haven Shipyard 
West Haven, Connecticut 


Maripet Supply Corporation 
New York 17, New York 


Marine Electric Corporation 
Brooklyn, New York 


United Boat and Dock Service 
City Island, New York 64, New York 


Sutter Brothers 
Gerritson Beach, Brooklyn, New York 


Charies W. Rogers 
Manasquan, New Jersey 


Marine Equipment & Supply Company 
Philadelphia 6, Penna. 


Johnson & Towers 
Philadelphia, Pennsylvania 


Nat Gates Jr. & Son 
Annapolis, Maryland 


Johnson & Towers 
Baitimore, Maryland 


United O11 Company 
Baltimore, Maryland 


Norfolk Marine Company 
Norfolk, Virginia 


Machine & Supply Company 
Beaufort, North Carolina 


Hay Ol} Company 
Charieston, South Carolina 


Marine Motors Sales Corporation 
Jacksonville, Florida 


Diesel Sales Company, Inc. 
Miami 36, Florida 


Chapman Electric Company 
Mobile, Alabama 


Kennedy Marine Company 
Bilox!, Mississippi 


Olympic Power Application Company 
New Orleans, Loulsiana 


Byrne & Rice Supply Co. 
Morgan City, Louisiana 


Lake Charlies Marine Sales 
Lake Charlies, Louisiana 


Mcintosh Electric Supply Company 
Beaumont, Texas 


Houston Engine & Pump Company 


Houston, Texas 


Nash & Cotton 
Galveston, Texas 


Producers Marine Service 
Port Isabel, Texas 














Georgia Shrimp Are Bringing 
Record High Prices 


Brunswick shrimping reached its annual peak the mid- 
dle of October, with shrimp bringing record prices—some 
$57 per 100 lbs. for the large size. Excellent production 
was reported by fishermen all along the Georgia coast. 
Brunswick appeared to be the top producer, closely fol- 
lowed by the Thunderbolt fleet, the many McIntosh 
County fleets, St. Marys and other points along the coast. 

The size of shrimp also was at its peak, running 25 to 
30 per pound. These large shrimp always bring premium 
prices, and with demand at an all-time high this season 
due to the new breading industry and its heavy needs, the 
prices are above any previous year in history. Fishermen 
say 1953 has been a good shrimping year from the start. 


Fla. Scallops not Fully Exploited 


(Continued from page 21) 


The meats are next placed in ice water for about three 
hours. This process is known as soaking. During this time 
the meats absorb water and take on a plump appearance. 
Under sanitary conditions the factors in favor of this 
process are threefold. The meats are chilled thoroughly 
before packing; their appearance is improved; and the 
meats increase in volume by about 25%. They probably 
lose flavor in the process, however. 

After soaking, the meats are placed in gallon tins for 
shipment. The tins are packed in barrels, boxes, or other 
containers with a good supply of cracked ice. Shipments 
are then made the next day to the local and out-of-state 


Hard to Get Labor 


Difficulties in securing labor plus the vagaries of the 
market make the scallop industry in Florida one of con- 
siderable uncertainty. Because it is of seasonal nature, 
the scallop industry has no permanent labor force. During 
the time when scallops are being caught, there is a sudden 
demand for labor. Failure to secure sufficient workers to 
open the scallops and prepare them for shipment fre- 
quently forces the plant operator to limit catches of the 
fishermen. 

Labor usually is recruited from workers who are other- 
wise employed in picking crab meat and from among 
school children during the Summer vacation. It is to the 
advantage of the South Florida scallop industry that its 
heaviest production season occurs in the Summer. 

The demand for scallops varies considerably, making 
it difficult for wholesalers to anticipate their requirements 
from the fishermen. This has been so serious a problem 
that few dealers are willing to engage in the handling of 
scallops. It would appear that there exists here a fertile 
field for study by a marketing specialist, since it seems 
likely that the scallops in Florida are not being exploited 
to the maximum extent feasible. 


, markets. 
a 


Biology of the Scallop 

The survey of the Florida scallop fishery will include a 
study of the biology of the scallop. To date only a limited 
amount of information has been collected. The species of 
scallop being fished in Lee County is probably Pecten 
gibbus Linne. The characters used in this identification, 
in addition to color and shape, are principally the number 
of ribs. The local species has 19 to 24 ribs, usually 21 or 
22. This is compared to 16 to 18 in Pecten irradians, the 
species which supports the Massachusetts and North Caro- 
lina fisheries. 

The height of spawning of the local population of scal- 
lops appears to have taken place in late April of this year. 
This is judged by the bright orange color of the ovary 
and by the size of the gonads. The spawning season in 
Florida is much different from that in Massachusetts 
(June 15 to August 15) and in North Carolina (late Sum- 
mer to January). 
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. The best of everything goes aboard 
YANKEE for her round the world cruise. The 
acai tiny Pacific Islands have no battery service sta- 
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Write for the free new folder M-1 on Surrette Marine Batteries. 


| Sarrette MARINE BATTERIES 


Surrette Storage Battery Company, Inc., Jefferson Avenue, Salem, Mass. 
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International Net Dips 
Make Nets 
Last Longer 


The cost of nets is such an appreciable part of the cost of 
fishing that materially prolonging the life of nets is of 
utmost importance to the fisherman. INTERNATIONAL 


NET DIPS protect nets most effectively. They come ready- 
to-use, require no heating nor special equipment for appli- 
cation, and are quick drying. 


; Sk 
\nternationay SSS 
MARINEQR PAINTS £ 





INTERTOX NET DIP #1699 is an inexpensive homogeneous 
mixture with toxic properties which penetrate completely 
into the innermost fibres of cotton and linen netting, pro- 
tecting them from the destructive action of the organisms 
that cause cordage rot. 


G. M. FISHING NET COPPER PAINT #1866 is higher 
in cost due to the anti-fouling element. Will not injure 
netting nor cause undue stiffness. Assures protection from 
fouling much longer than ordinary materials. 


Write for prices and particulars about these net dips. 


International 
NET DIPS 


international Paint Company, Inc. 
New York 6, N. Y., 21 West Street 





international Paints (Canada) Ltd. 
Montreal, Quebec, 6700 Park Avenue 
S. San Francisco, Cal., S. Linden Ave. 


New Orleans, La., 1145 Annunciation St. Vancouver, B.C., 105 West, 2nd Ave. 
WORLD'S LARGEST MARINE PAINT MAKERS 






Gulf States Commission 
(Continued from page 18) 


the proper fishing gear. Small-size fishes found in the 
search for tuna bait, according to Anderson, seem to 
appear in good enough volume to suggest the possibility 
of a sardine industry being established on the Gulf; how- 
ever, he said a more intensive project of exploratory § 
fishing is necessary to determine if large enough quanti- 
ties are available to be of commercial interest. He also 
pointed out that technological research would be neces- 
sary to determine if the fishes possess the required physi- 
cal properties to be canned as sardines and receive proper 
consumer acceptance. Mr. Anderson named _ several 
species of fishes, the porgy, large croakers, whiting, deep- 
water flounders, and others which have promise of enter- 
ing more importantly into the commercial catch. 

In conclusion, Anderson stated that technologists of his 
department now are endeavoring to develop a method for 
the drying of fish solubles so that the product will be 
rendered impervious to moisture. He said this was im- 
portant to the menhaden industry, because it would in- 
crease greatly the call for this by-product, particularly 
by the poultry food manufacturers. Effort also is being 
made to prepare a flour from menhaden which will not 
contain the odor of fish. 








Oyster Research Projects ° 


In summarizing activities of Gulf Oyster Investigations, 
Dr. Philip Butler of the Fish & Wildlife Service, Pensa- 
cola, Fla., stated that three projects were completed 
during the year. These included rate of set of oyster 
larvae, oyster sex change, and growing of hard clams. 

Dr. Butler revealed that the oyster set in Pensacola Bay 
was very high during the year, exceeding by far 1951 and 
52; that two non-commercial oysters had entered the 
~Pensacola fishery in the past three years, despite lack of 
apparent ecological change; and that the past Summer’s 
set of the non-commercial species was as much as 90% in 
some areas of the Bay. 

He also disclosed that the growing of the hard clam in 
the Pensacola area for the past two years showed that, le 
while growth was approximately the same as in New 
England, predation by snails and crabs rules out any re 
commercial prospects for that area. Pp 

According to Dr. Butler, priority now is being given to al 
studies of oyster drill activity and sensory perception. ™ 
He hopes to develop a drill trap that will operate effec- re 
tively and that can be produced economically. 


\ 


Damage to Trawls from Bottom Debris 


Donald G. Bollinger, chairman of the Commission’s 
Bottom Debris Committee which was appointed to look 
into the extent of damage to trawls and resulting loss of 
time on the fishing (shrimping) grounds, said that it ap- 
peared States other than Louisiana are not experiencing 
subject difficulties. He said that the Louisiana Fish and 
Wild Life Commission had taken steps to correct condi- 
tions, and asked that J. N. McConnell review accomplish- 
ments. 

Mr. McConnell stated that the Louisiana Commission 
had called two meetings with both fishing and oil indus- b 
try interests participating. He said it appeared that the ti 
principal items doing damage to trawls, and sometimes r 
boats, were pipes and 2 x 2’s left by crews engaged in oil t 
explorations. 

McConnell stated the following to be the results of the 
second meeting: 

1. By November 5, 1953, all parties using pipe must 
have clearly stamped at the end of each joint the name 
or abbreviation of the name of the Company using the 
pipe so that there can be no question as to who is re- 
sponsible when the damage occurs. 

2. All 2 x 2’s used for survey lines must be clearly 
stamped with the name of the company using the stakes 
at approximately three foot intervals, and such 2 x 2’s 


ast @ © ss" @ 


Ft 
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must be pulled before the completion of the prospect. 
(Continued on opposite page) 
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That is the reaction of practically every one 


of the hundreds of commercial craft owners 





who have switched from standard 3 - 4 
blade wheels to the revolutionary 
new MICHIGAN STAR 5-blade wheel. 


IT ELIMINATES... 


RUINOUS STERN VIBRATION 








- « - INCREASES SPEED... 











SAVES FUEL. . . GIVES 








BETTER REVERSE AND STEERING 


















34” TO 48” 
DIAMETERS 


























(Continued from previous page) : 

3. Any company using pipe must pull such pipe before 
leaving the shot point. 

4. That the U. S. Engineers would change their permit 
regulation to the effect that instead of the present 10 shot 
point locations, only six would be allowed in the future 
ahead of the shooting boat, and these shots must be 
marked clearly both by day and night in accordance with 
regulations set up by the U. S. Engineers. 

5. That when crews leave the field on their time off 
they must not leave any pipe in the waters. 

6. It was agreed that the Department (Seafood De- 
partment — Louisiana Wild Life and Fisheries Commis- 
sion) agents would assist the U. S. Engineers in seeing 
that all pipe was pulled; however, the responsibility still 
would rest with the various companies as to the pipe 
removal. 


Alabama Doing Shrimp Research 
Harold Loesch of the Alabama Department of Conser- 
vation reported that Alabama had started a small re- 
search program on shrimp in Mobile Bay, setting up 12 
bay and 12 shore stations from which to conduct observa- 
tions. He stated that the purpose of the program was to 
re-evaluate present closed season regulations and to de- 


termine if certain areas should be set aside as nursery: 


grounds. 

Condition of oyster reefs is also a subject of study, 
according to Mr. Loesch. He revealed that because of the 
heavy run-off of fresh water in May, many oysters and 
oyster predators were killed in shallow water. Loesch 
added that prospects are not good for this year’s oyster 
production, but a heavy set the past Summer lends en- 
couragement for next year’s crop. 

Dr. A. E. Hopkins of the Gulf Coast Research Lab- 
oratory, Ocean Springs, Miss., stated that the chemical, 
physical and biological survey of Mississippi water bot- 
toms was continuing, and that a good picture of the sur- 
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véok YOUR DEALER ABOUT THE 
MICHIGAN STAR 


In most cases conversion to the STAR requires 
no compensating adjustment of RPM, diam- 
eter or pitch. Costs only a little more than 
a standard 3-blade wheel. 


MICHIGAN WHEEL COMPANY, Grand Rapids 3, Mich. 


face 12” of the bottom is being developed. In addition to 
being of assistance in selecting oyster growing areas, data 
developed by the survey is expected to provide a better 
understanding of shrimp and fin fishes. 

Dr. Hopkins said that 25,000 barrels of shell were plant- 
ed during the year in three areas which had been sur- 
veyed, and that the young oysters resulting from the 
experimental planting were doing very well. Laboratory 
work was done during the Summer to determine what 
food shrimp consume, this being a continuing project. 


Texas Finfish Studies Progressing Well 

Speaking for Texas, Cecil Reid of the State Game and 
Fish Commission stated that the two-year-old studies on 
the habits of the speckled trout, redfish, and drum are 
progressing well, and data from these research projects 
will be made available shortly. He also revealed that 
the ecology of the oyster is being studied in a number of 
areas, that industrial pollution studies have been under- 
taken by a recently-appointed staff scientist, and that 
equipment now is available for a study of shrimp migra- 
tions along the Texas coast. 

Reid said that a study of the dead shell resources of 
the State would begin in the near future with the use of 
a modified Fathometer which is expected to deliver a 
picture of 15’ or more below the bottom surface. The 
Commission will be furnished with all particulars regard- 
ing the work for distribution to other States. 

Dr. F. G. Walton Smith of the Marine Laboratory of the 
University of Miami revealed that the Laboratory is now 
conducting a pollution study in Biscayne Bay, with em- 
phasis on the effect of the general ecology of that large 
body of salt water. Other projects under way include 
work being done for the Army Engineers on the effects 
of fresh water released from Lake Okeechobee, a study 
of the red tide from a hydrological standpoint, an inten- 
sive spot sampling of an area in West Florida to deter- 
mine the drain on fisheries through sports fishing effort, 
and a long-range study of life histories of pelagic fishes. 
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LESS 
6 cos pERATE 


In addition to the low 
initial cost of the 1, 2 
and 3-cylinder Nord- 
berg ‘‘4FS"' series 
Diesel engines, the outstanding design 
and construction of these compact units 
assures extremely low fuel and lube oil 
consumption . .. which has been proved 
in a wide range of power jobs. 


WORE Here are the ‘‘ex- 
4 tras'’ that are all 
\ * EATRAS included in the low 

initial cost of Nord- 


berg Diesel units: thermostatically con- 
trolled cooling system — heavy duty 
oil bath air cleaner — lube oil cooler 
— fuel and lube oil filters. Compare 
before you buy any 10 to 45 hp engine. 


Like all Nordberg 
Diesels, the ‘‘4FS"' 
series engines are 


sturdily built to give 
years of reliable service with a mini- 
mum of maintenance time and expense. 
Clip the coupon for details on 
Nordberg Diesel power units from 10 to 
45 hp—Diesel generator units from 6 to 
30 kw—or for Diesel pumping units in 
capacities from 200 to 3000 gpm at 15 
to 240 ft. total head. 


NORDBERG MFG. CO.. Milwaukee. Wis. 


ke) 24) 24 ai ote 


BUILDERS OF AMERICA'S LARGEST 


NE OF HEAVY-DUTY DIESELS 


aMAIL THIS COUPON TODAY. = 


Nordberg Mfg. Co., Milwaukee, Wis. 


Send catalog covering Nordberg Type 
4FS Diesels. |! am interested in a unit 
for the following service: 


Your Name 
Company Name 
Address 
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Connecticut Lobster Hatchery 
Faces Possibility of Closure 


A proposal by Rep. David M. 
Johnstone of Stonington that the 
Noank lobster hatchery be changed 
to a salt-water fisheries experi- 
mental station for the joint use of 
the Connecticut Fish and Game De- 
partment and the University of 
Connecticut has been countered by 
the State Fish and Game Commis- 
sion, which flatly recommends clos- 
ing down the hatchery. 

Appearing before the State Legis- 
lative Council at Hartford in a hear- 
ing on the Johnstone proposal, the 
Fish and Game Commission said it 
was “in complete agreement” that 
the operation of the hatchery should 
be discontinued and the funds used 
for other purposes of the Depart- 
ment. Their recommendation was 
in turn stiffly opposed by advocates 
of the Johnstone plan. 

“The Noank hatchery has been in 
operation 25 years, and there is no 
evidence that its plantings of fourth 
to fifth stage baby lobsters have 
helped increase or yet maintain the 
adult lobster population in Connecti- 
cut water,” according to Dr. Daniel 
Merriman of Yale University, one of 
the commissioners. 

Dr. Merriman reported that op- 
eration of the hatchery during the 
past 25 years has been of extremely 
dubious benefit to the State. He de- 
scribed the habits of young lobsters 
and the high mortality rate of those 
reared in hatcheries and dumped 
into the sea. He said there was no 
justification for continued operation 
of the hatchery, and suggested, along 
with other commission members, 
that it be closed but maintained in 
the event that a proposed study does 
prove that hatchery-reared lobsters 
survive in the ocean. 

The Commission recommended 
that the hatchery be closed, and 
Yale University be asked to under- 
take a two-year investigation of the 
subject of artificial propagation of 
lobsters. 

John B. Bindloss of Stonington, 
chairman of the Atlantic States Ma- 
rine Fisheries Commission, and one 
of Connecticut’s delegates on that 
Commission, backed the Johnstone 
proposal and declared Connecticut 
has been “notoriously backward” in 
its attention to its marine resources. 

Rep. Nelson Brown of Groton, in 
whose town the hatchery lies, de- 
clared: “The Connecticut fishing in- 
dustry has operated on its own im- 
petus for all of its years; it is time 
it was given some attention.” 

The Legislative Council will re- 
turn the resolution to the next term 
of the General Assembly, with a 
recommendation for or against the 
Johnstone plan or without comment. 


Bay Scallopers Doing Well 

The bay scallop take in Stoning- 
ton and Groton has been excellent 
this year, with most fishermen hay- 
ing little trouble getting their limit, 
At wholesale the shucked scallops 
are climbing over the $8 a gallon 
mark, as cold weather sets in. The 
market had fallen to about $7 and 
even lower during mid-October. 

More than 3,200 individual per- 
mits to take scallops have been issued 
by the towns of Stonington and 
Groton, whose coastlines extend 
from the Thames River east to the 
Rhode Island State line in Little 
Narragansett Bay. 

The individual permits are for 
two bushels per day, except in 
Stonington harbor and Little Narra- 
gansett Bay, where ten bushels is 
the daily limit. 

Stonington, whose boundaries go 
from the Mystic River east to the 
Bay, has issued about 1,700 permits, 
Groton, which runs from the Thames 
to the Mystic River, reports about 
1,500 taken out. 

Both towns charge 15¢ a permit, 
and $10 for seasonal permits. They 
operate under identical laws, which 
give the Selectmen power to open 
and close the season within statu- 
tory limits. 

Proceeds from the license fees go 
into separate funds for conservation 
and propagation of the bay scallop. 
In three years, the town of Stoning- 
ton has used the funds solely for 
special constables to patrol the scal- 
lop beds. This is Groton’s first year 
under the regulations. 


Capt. Eyer Running “Theresa” 

Capt. Sterling Eyer is running the 
Theresa out of Stonington. The 
Ranger, his former boat, has been 
sold to a party at Jones Inlet, Free- 
port, L. I. Capt. John Smith, re- 
tired veteran of the Stonington fleet, 
owns the Theresa, and formerly 
owned the Ranger. 

Capt. John Roderick has scrapped 
his veteran dragger Betty Boop. 


Oyster Take Shows Gain 

The Connecticut yield of market 
oysters in 1952 totaled 163,922 bush- 
els, at an average price of $3.20 to 
the producers, as compared with 
1951 production of 104,220 bushels 
at an average price of about $3.30 a 
bushel. 

The production of seed oysters in 
Connecticut waters in 1952 totaled 
237,064 bushels, valued at $681,476, 
or an average price of $2.87 pet 
bushel to the producers. This was 4 
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Stephen Biondo, who owns the Viola D, has been using 
New Bedford Rope for three years for quarter ropes, bull 
rope, fish tackles, buoys, gilson rope and mooring lines. 
Capt. Biondo is thoroughly sold on the easy way New 
on and Bedford handles and the thoroughly dependable service 
extend - it gives him. 
to the # = Once you've tried it, you’ll be sold on New Bedford, too. 
Little  Segemmaaes i It’s laid right to give long service in the roughest seas. 
It’s fully protected against moisture and dry rot, given a 
special lubricant to reduce internal friction. 
Ask for New Bedford Rope the next time you're fitting 
out. It’s tops when the going’s tough. 


ure for 
ept in 
Narra- 
shels is 


’ Get this useful New Bedford Chart showing the dif- 
ries go 1 ference in breaking strength of Manila, Sisal and Nylon. 
to the ae \ - 
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fees go decrease of 36 per cent in quantity, but only 3 per cent in ‘ 


evatinn value, when compared to 1951. Oystermen are concerned # 

j over this declining production of seed oysters. 

a oodric 
stoning- § “Theresa” Is Highliner ode 


ae Landings at Stonington hit 374,700 lbs. for market fish 


and an estimated 420,000 for trash fish during October. 

rst year Highliner was the Theresa, skippered by Capt. Sterling S 
Eyer, with 47,000. No other vessel topped 40,000 Ibs., but Beari n S 
Capt. Carl Johnson’s Russell S., hailed for 39,500 lbs. 


“ Capt. Roscoe Bacchiocchi’s William B. took out 39,400 lbs., 

eres while Capt. John Pont’s Our Gang and Capt. Joe Roder- For P ropeller Shaf ts 
ning the ick’s Fairweather were around the 35,000-pound mark. 
n. The Scup predominated early in the month, with a swing 
as been to butterfish in the closing two weeks. Blackback flounder 
t, Free- and a diminishing quantity of fluke were the chief pre- 
ith, re- occupation of the smaller draggers working off the 
on fleet, beaches of Block Island Sound. Whiting and ling began 
‘ormerly appearing in huge quantities for the trash fish market. 


Connecticut River Shad Catch 


The total catch of shad in the Connecticut River in 1953 
from the 121 nets registered amounted to 400,100 lbs., 
valued at $56,639 to the fishermen. In number of fish, the 
in catch consisted of 49,461 buck and 66,716 roe shad. In 
| marke 1952, there was a total of 108 nets registered and produc- 
29 bush tion amounted to 466,700 lbs., valued at $60,915. 


3.20 to : : Soft rubber, water lubricated, Cutless bearings give years 
b with Lands Sea Horse While Scalloping of trouble free service on fishing vessels. Resist heat, oil, 
beaheill A sea horse, wandering far from its corral in southern and wear. Quiet and protect shafts too. There is a size 


waters, was picked up recently off the Mystic River by and type to fit your boat. 
t $8.08 Wallace Fauquet of Noank, who was scalloping. The sea Available at Boat Repair Yards and Marine 
: horse belongs to the pike family, and this particular one Equipment dealers. 
ysters n§ was egg-bearing, which marked him as a male. The eggs, 
, totaled laid in his pouch by the female, are hatched there. ° offi 
$681,476, Mr. Fauquet took the fish to New London, where it was Lucian Q. M itt, Inc. 
2.87 per put on display. It is the third sea horse that has been AKRON, 8, OHIO 


1is was aj ound in the area this season. Engineers and National Distributors 
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Stamford Foundry Co. Changes Ownership 


The Stamford Foundry Co., Stamford, Conn., manufac- 
turers of Shipmate stoves and ranges since 1881, announces 
the sale of its business to The Marine Manufacturing & 
Supply Co. of New Brunswick, N. J., makers of cargo 
handling equipment, deck fittings, port lights and heavy 
hardware. 

The Marine Manufacturing & Supply Co. will continue 
to produce all current models of Shipmate cooking and 
heating appliances, and will furnish spare and repair 
parts. In addition, several entirely new products in the 
Shipmate line are under consideration. 

F. S. Andrews, president of The Stamford Foundry Co., 
will be associated with The Marine Manufacturing & Sup- 
ply Co., which will insure a continuity of operation and 
reduce the overall time required to make the change from 
Stamford to New Brunswick. 


Raytheon Demonstrates New Version of 
“Big Ship” Type Radar for Small Boats 


Preview demonstrations of its new Model 1500 “Mariners 
Pathfinder” radar for small vessels were held last month 
in New York harbor by Raytheon Manufacturing Co. of 
Waltham, Mass., aboard its 60’ vessel Alan. The Model 
1500 retains all the “big ship” type radar features and 
performance, yet is compact enough for fishing vessels 
and similar small craft. With the latest model of the 
“Mariners Pathfinder” radar, a captain can guide his ves- 
sel through a crowded harbor in fog or darkness without 
fear of colliding with other vessels or objects. 

Working on the standard radar principle, the Model 
1500 has a 10” picture scope, similar to a television screen, 
on which the direction and distance of objects are indi- 
cated. The new Raytheon radar has selective ranges of 
one, two, four, eight, and sixteen miles. There are two 
units, consisting of the antenna-transmitter, which is 





‘ = Rata & 

A reflection plotter is part of the new Raytheon Model 1500 “Mariners 

Pathfinder” radar for small vessels. The plotter casts bearing cursor 

and range scale readings onto the scope face, where plot-marks can 
be made with a china marking pencil. 
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mounted on the mast, and the indicator-receiver unit | 
which can be mounted on the bulkhead, overhead, orf 
placed on a table or shelf. 

The indicator unit incorporates the power supply re. 
ceiver and modulator in a single compact housing 16%” 
high, 17%” wide and 273%” deep, for easy mounting in 
the most limited space. There is a bearing cursor and a 
reflection plotter included, by means of which the op. 
erator can keep a constant check on the ranges, bearings, 
and courses of other vessels, to avoid collisions; or keep 
similar track of fixed objects like buoys, shore points, and 
lightships for navigational purposes. 

While radar provides the basic anti-collision informa- 
tion, until the advent of the reflection plotter, the skipper § 
was required to note and record and separately plot the 
times, ranges and bearings in order to enable him to 
evaluate each passing or anti-collision situation. The re. 
flection plotter is a simple means for the mariner to utilize 
the radar information with minimum distraction from his 
other duties. It enables him to mark the position and time 
of each object directly on his radar scope. 

In the Model 1500, Raytheon engineers have for the 
first time developed a manual tuning system using a 
tuning meter which is said to be positive and fool-proof 
and which eliminates from 5 to 6 tubes and a complex 
circuit. A convenient tuning meter is incorporated in the 
indicator front panel so that the equipment tuning may 
be checked by the user. The stability of the circuit is 
such that once tuned, the receiver will stay peaked in- 
definitely. 

The Model 1500 radar is made up of just two units, re- 
quiring only three interconnecting cables for the entire 
system and completely eliminating the waveguide needed 
in previous systems to connect transmitter-receiver and 
antenna. The elimination of the waveguide, which results 
in reduced installation costs, is made possible by includ- 
ing the transmitter in the antenna assembly. 

The power transmission losses through a waveguide 
system are considerable, and the elimination of such 
losses has the same effect as a substantial increase in 
transmitter power. The gain from this source coupled 
with that of a balanced crystal mixer, a most recent de- 
velopment in radar receiver practice, enables the use of 
a low-power transmitter (7 kw. peak power) while get- 
ting detection ranges equivalent to a 40 or 50 kw. trans- 
mitter. 

Elimination of the waveguide also makes possible out- 
standing minimum range performance. The “Mariners 
Pathfinder” Model 1500 radar is capable of detecting tar- 
gets at ranges of 50 yards or less. 










Sudbury Acquires Barfair Mildew Preventive 


Sudbury Laboratory, South Sudbury, Mass., has taken 
over the manufacture of Barfair 77, a mildew preventive. 
Formerly available only through sail makers, Barfair 7 
may now be purchased through marine dealers. 

Barfair 77 is heavily concentrated—one quart added to 
one quart of water makes two quarts of preservative. It is 
claimed that Barfair 77 will not change the texture or feel 
of material in any way, nor will it stain. It is useful for 
mildew-proofing sails, boat covers, life preservers, ete. 
Items protected from mildew and rot will last years 
longer. 


Trask Named Roebling Wire Rope Sales Manager 


Elmer A. Trask has been named wire rope sales man- 
ager for John A. Roebling’s Sons Corp., a subsidiary d 
the Colorado Fuel and Iron Corp. He succeeds Forest § 
Burtch, who has been appointed product sales manage 
of the newly-formed Construction Materials Department 
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CORPORATION 


BURMEISTER & WAIN, world famous 
pioneer in the marine diesel field, has 
brought the advantages of the controll- 
able-pitch propeller well within the eco- 
nomical reach of the American fisherman. 
It is’ the most flexible and convenient 
means of conserving engine power and 
giving “finger tip” control during fishing 
or similar operations. Write for complete 
details of this progressive development. 


ietel ae 4 BURMEISTER & WAIN AMERICAN CORPORATION 
AMERICAN 17 Battery Place, New York 4, N. Y. 



























Limerick 


PFLU EGER 
HOOKS 


Sa UP 


Users say Pflueger hooks keep working 
long after you’d expect to have them re- 
placed. Bait stays on until fish gets caught. 
Points stay sharp, and hook holds its shape. 
Strong steel and excellence of finish mean 
dependable service. Use Pflueger hooks to 
save money and catch more . Further 
information gladly supplied. Write us. 
THE ENTERPRISE MFG. CO., AKRON, OHIO 
89 years making fine fishing tackle 


PFLUEGER 


(Pronounced ‘‘FLEW-GER”’) 
A Gee NAME De TAC KLE 
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The CRUISE MASTER 


An Ideal Compass for smaller boats 


4” Spherical 
Indirect Lighting 


Built-in 
Compensator 


Chrome Plated 
Base 


Price $39.00 





For Larger Boats Get Our 
6-inch FLOAT TYPE COMPASS 
Quality Instruments You Can Depend On 


‘Compasses - Course Protractors - Binnacles - Peloruses 


Write for descriptive folder 


MARINE COMPASS 
COMPANY 


Pembroke, Massachusetts 
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For Inside Or 
Outside Use ! 


"Hey terstenag preference for Pittsburgh Marine 
Enamels by many of America’s builders and 
operators of fishing craft must be considered an 
unusual tribute to the high quality of these coatings. 


@ These users have found that these Marine 
Enamels give extra long-lasting protection to 
funnels, ventilators, machinery and other equipment 
where a high-gloss, durable finish is required. 


@ These finishes go on easily, set quickly, dry 
hard overnight and give remarkable resistance to 
chalking, marring and abrasion. 


@ Pittsburgh has special finishes for every fishing 
need. Write today for free booklet that can save you 
time and money. 


@ Although Pittsburgh Marine 
IMPORTANT service covers most important 
NOTICE TO rts, we have a few opportunities 


or ship chandlers. If interested, 
write, wire or phone the factory 
nearest you. 


SHIP CHANDLERS 





PITTSBURGH PLATE GLASS CO., Industrial 
Paint Div., Pittsburgh, Pa. Factories: Milwaukee, 
Wis.; Newark, N. J.; Springdale, Pa.; Atlanta, Ga; 
Houston, Texas, Los Angeles, Calif.; Portland, Ore. 
Ditzler Color Div., Detroit, Michigan. The Thresher 
Paint & Varnish Co., Dayton, Ohio. Forbes Finishes 
Division, Cleveland, Ohio. M. B. Suydam Div., 
Pittsburgh, Pa. 


PittsBURGH PAINTS 


Paints - Glass - Chemicals - Brushes - Plastics - Fiber Glass 
PITTSBURGH PLATE GLASS COMPANY 


wisnes 


of Roebling. Both men will work out of the Corporation’s 
Trenton headquarters. 

Mr. Trask held the position of Chicago district manager 
for the John A. Roebling’s Sons Corp. from 1950 until his 
present appointment. He has been associated with | 
Roebling for 29 years, starting as a warehouseman and 
splicer in the San Francisco office. In 1931 he became a 
salesman, and in 1936 was made manager of the San 
Francisco office. 


“Charlie Noble” Head Offered by Webb 


An improved type of “Charlie Noble” head for galley 
range and heating boiler stacks is offered by Elisha Webb | 
& Son Co., 136 So. Front St., Philadelphia 6, Pa. The head 
is designed especially for handling smoke and gases, and 
is much more satisfactory than a head made only for 
ventilation. 

The passages in the Webb head are full size and free 
from sharp bends which affect the draft. A down draft 
does not blow down the stack, but instead induces an up 
draft by blowing down the outer shield. The “Charlie 
Noble” head is being used in place of the old Liverpool 
head, since it keeps out rain and spray without retarding 
the draft. The Webb head is made in eight sizes, with 
4, 442, 5, 5%, 6, 7, 8 and 10 inch diameters. 





Sperry Gyroscope Has New Baltimore Building 


Filling the need for larger office and service facilities, 
a new building was opened early in October for the Balti- 
more, Md. sub-district office of Sperry Gyroscope Co. at 
1803 Cherry Hill Road. The telephone number of the new 
office is SAratoga 7-2650. 

Erick H. Duffy, who has been sub-district chief for 
Sperry in the Baltimore area for more than 11 years, 
heads the staff of service engineers and sales representa- 
tives. He will continue to direct field services for Balti- 
more area users of Sperry navigation equipment, such as 
gyro-compasses, radar, loran, and automatic steering sys- 
tems. 


New Marine Converter and Battery Charger 
Electronic Instru- ' 


ment Co., Inc., 84 
Withers St., Brooklyn 
11, N. Y., recently 


introduced a new 6V 
and 12V fully auto- 
matic marine con- 
verter. Cataloged 
Model 1050, this con- 
verter is available in 
both “knocked down” 
build-it-yourself kit 
form and completely 
factory-wired. 

The converter sup- 
plies all the DC power needed for boat lights, radios, bat- 
teries and accessories from AC shore lines while at dock- 
side. Capable of variable fast and slow charging rates, 
the converter can charge one 12V battery at 6 amperes 
two 6V batteries at full 12 amperes or trickle charge; an 
its two meters (0-20 volts; 0-20 amperes) permit simul: 
taneous observation of both voltage and current. 

Specially engineered for marine application and ext 
reserve electrical power, Model 1050 possesses many out 
standing features including slots in the rear for con; 
venient bulkhead mounting. Its power supply is com; 
pletely regulated by load. 


eres 





Electronic Instrument Company’s auto- 
matic marine converter. 


Columbian Rope Has New Chicago Quarters 











Columbian Rope Co. has moved its Chicago bran 
office and warehouse to a new, larger location at 25 
North Pulaski Road, Chicago 39, Illinois. The new bri 
and concrete structure is 220 ft. long and 80 ft. wide, 
has loading docks for railroad and truck shipments. O. 


west area. 
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PERRINS-MILTON CO. INC. 


BOSTON 27, MASS. 


T stands for an organization long ex- 
perienced in the sales and servicing 
of the best in Marine Engines— 


CATERPILLAR DIESELS . 


Our Sales, Parts, and Service Depart- 
ments are all committed to the principle 
that the worth of the product it sells 
depends upon the service given by the 
seller. You can rely on PEMCO. 


TEL. SOUTH BOSTON 8-4660 














Catalog on Way-Wolff Ship-Heaters 


A new attractive 8-page catalog on their ship-heaters 
has been released by Way-Wolff Associates Inc., 33 Ful- 
ton St., New York 38, N. Y. The pamphlet is profusely 
illustrated, containing several cut-out drawings showing 
construction details and typical installations of this com- 
pact heater. Design features of the heater are fully de- 
scribed, and there are tables giving specifications. 

Developed for operation with forced circulation hot 
water heating systems, Way-Wolff ship-heaters are fully 
automatic, oil-fired, central heating units used to supply 
hot water by means of a circulating pump to radiators, 
convectors, or other heating elements. The addition of a 
heat exchanger will provide an ample source of service 
hot water. The Way-Wolff ship-heaters were designed 
primarily for heating small Government vessels, but are 
now widely employed on all types of small Diesel-pro- 
pelled craft above 45’ in length. 


New Constad Product Prevents Rust 


“Formula 50”, a new product developed for the surface 
protection of iron and steel against rust, has been put on 
the market by the Constad Laboratories, 120 West 28th 
St., New York 1, N. Y. It is specially adapted for the pres- 
ervation of the hull, anchors, rudder, rudder pintles, 
shaft, stuffing box, flange nut, centerboard, centerboard 
trunk and pintle, underwater hull fittings and lantern 
frames against the deteriorating effects of salt or fresh 
water and atmospheric conditions. 








The new product offers the advantages of galvanizing 
(in your own boat yard), without the disadvantages of 
costly and time-consuming dismantling and shipping. 
The chance of buckling or warping is eliminated by the 
cold application of Formula 50. 

Easily applied with a paint brush or spray gun (60-85 


id} p.s.i., with a number 4 nozzle), Formula 50 dries tack free 


in one hour. One gallon at brushing consistency will cover 
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500 square feet. Formula 50 is battleship grey in color and 


can be used as a prime coat or finished coat. If desired, 
any oil-based paint may be used for decorative as well 
as additional mechanical protection. 


New Snyder Neoprene Latex Clothing 


New, high-grade Neoprene Latex clothing in olive drab 
color recently has been developed for use in many dif- 
ferent industries by M. L. Snyder & Son, Boston Ave., 
Philadelphia 25, Pa. This tough, yet flexible and cool 
clothing, which is coated inside and outside with Neo- 
prene after seams are sewn so that stitches are protected, 
will not snag, peel, stick, crack or wear out easily. It is 
ideal for use where protection from rain, salt water, acid, 
paint, grease, oil, gasoline, alkali, etc., is required because 
it resists the action of these. 

The Snyder “Evergreen” Neoprene clothing, which in- 
cludes jackets, long and short pants, coats, aprons, sleeves, 
leggings, sou’wester hats, etc., is available in two weights 
—a heavy, for severe work and long service, and a me- 
dium for those desiring something thinner and cooler. 
The latter is dip-coated on the inside only before sewing. 


First Aid Kit with Illustrated Instructions 


First aid supplies of “pharmaceutically controlled qual- 
ity,” in a redesigned case, are features of the new “Type 
D” all-weather first aid kits of Mine Safety Appliances 
Co., 201 North Braddock Ave., Pittsburgh 8, Pa. Under a 
rigid system of quality control, the manufacture and test- 
ing of every first-aid item in the kit is traceable back to 
its origin, with “control numbers” on each package. 

The individual Unit “D” packages feature new, simpli- 
fied, fully illustrated instructions in large, clear type. A 
new blue color gives both the Unit “D” boxes and the kits 
a clean distinctive appearance. To help the user avoid 
confusing one antiseptic with another, the labels of each 
antiseptic are printed in a different color. 
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IT’S JUST THAT SIMPLE. There’s only one 
reason in the world why so many commercial 
fishermen prefer Roebling wire rope...it costs 
a lot less on the job than any other. 

For maximum wire rope efficiency and 
economy, call your nearest Roebling office for 
a Field Man. He'll recommend the best ropes 
for your type of fishing. 








© RoeBu nc i 
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JOHN A. ROEBLING'’S SONS CORPORATION, TRENTON 2, N. J. erancues: 
ATLANTA, 934 AVON AVE. «+ SOSTON, 51 SLEEPER BT. « CHICAGO, $5258 
W. ROOSEVELT RO. + CINCINNATI, 3253 FREDONIA AVE. « SLEVELAND, 
19225 LAKEWOOD HEIGHTS BLVD. + DENVER, 4801 JACKSON BT. + DETROIT, 
916 FISHER BLOG. + HOUSTON, 6216 NAVIGATION BLVD. + Los ANGELES, 
$340 £. HARBOR ST. + NEW YORK, 19 RECTOR BT. « COESSBA, TEXAS, 
1920 €. 2ND ST. + PHILADELPHIA, 230 VINE ST. « SAN FRANCISCO, 1740 
17TH BT. + SEATTLE, 900 IST AVE. BS. + TULSA, 321 N. CHEYENNE 8ST. « 
EXPORT SALES OFFICE, TRENTON 2, N.U-. 
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Interstate Group Asks Study 


(Continued from page 15) 


cerned. These covered a wide field dealing with many 
species and particular areas, including disposal of waste 
products at sea, sport fish inventories, restoration of the 
shad runs in the Delaware and other rivers, the effects of 
dams, progress in joint studies on the blue crab, croaker, 
shad, clams, striped bass, etc. 


Larger Haddock Net Mesh Proves Effective 


Although in force only since June, the new Inter- 
national conservation treaty for the Northwest Atlantic 
has made it possible to save baby haddock from destruc- 
tion in numbers far beyond the expectations of the Fish & 
Wildlife Service, it was revealed at the Commission meet- 
ing. It further was reported that haddock boats out of 
Boston are catching more haddock under treaty net regu- 
lations than they would have if they had continued using 
the former small-mesh nets. 

Dr. Walford of the Fish & Wildlife Service said infor- 
mation has been compiled mainly on Georges Bank, off 
New England, but that figures from boats fishing further 
out to sea had confirmed that craft using the larger-mesh 
nets were bringing in more valuable loads. 

Because of the success of the treaty’s operation, Dr. 
Walford said, Canada is considering ordering its boats to 
change their gear soon in the treaty area, which applies 
largely to that country. Some Canadian boats already are 
changing over voluntarily, he reported. 

Dr. Walford quoted from statistics compiled by John 
Clark of the Service’s Woods Hole laboratory to prove the 
effectiveness of the treaty provisions, which require that 
boats use nets having meshes of not less than 44%”. Before 
the treaty went into effect, the boats were using meshes 
of 2% and 3%”, with the result that millions of pounds 
of baby haddock were shovelled overboard every year. 
Figures from commercial boats were cited by Dr. Walford 
as proving that the baby haddock were getting through 
the larger meshes and going free, thus being allowed to 
grow to marketable size. 

Although the Fish & Wildlife Service had expected that 
the haddock catch would drop off 12 per cent this year 
because of the larger mesh and because of a constantly 
falling haddock population, the evidence from 13 trips to 
Georges Bank by vessels using the larger mesh showed 
the decline to be only 6 per cent. On the other hand, a 
group of “check” boats allowed to continue using the 
smaller mesh so that scientists could study the difference, 
showed a drop of 17.7 per cent in their catches. The result 
was that the boats with the new nets made 5 per cent 
more money, Dr. Walford said. 

He disclosed that evidence from Boston boats fishing on 
the more distant Canadian grounds is about the same. 
Boats using larger mesh off Nova Scotia caught 11 per cent 
more haddock than those which continued to use the old 
style net. 


Striped Bass Research Program 


The Commission heard a report that seven States are 
cooperating in a striped bass research program which will 
cost $190,000 over the next three years. Dr. E. C. Raney, 
a government biologist, said that Massachusetts, Connecti- 
cut, New York, New Jersey, Maryland, South Carolina 
and Florida had under way or would set up shortly striped 
bass research projects. 

Dr. Raney said results to date on the study, which was 
proposed by the Commission at its Boston meeting last 
year, “are most gratifying’ and seem to justify a per- 
manent Federal coordinator. Dr. Raney, on leave since 
February from Cornell University where he is professor 
of zoology and fishery biology, has been acting as tem- 
porary coordinator to help the interested States set up 
their programs. 

Henry Lyman, chairman of the Commission’s striped 
bass committee, said his group was opposed to congres- 
sional bills making the striped bass a hook-and-line fish 
only, “mainly because this is not the Federal Govern- 
ment’s business.” 
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For Month of October 


Hailing fares. Figure after name indicates number of trips. : 











Agnes & Elizabeth (4) 
Alice M. Doughty IT (4) 
Araho (2) 

Batavia (1) 

Carmella & Lois (1) 
Elinor & Jean (3) 
Ethelina (4) 

Fordham (2) 

Gulf Stream (1) 
Jeanne D’Arc (1) 
Lawrence Scola (2) 
Lawson (2) 


128,900 M. C. Ballard (2) 
152,100 Medan {1) 
126,100 Polaris (1) 
180,000 Resolute (1) 
ries Sea King (2) 

, Silver Bay (2) 
“a Theresa R. (2) 
190,000 Thomas D. (2) 

62,000 Vagabond (3) 
4,400 Voyager (2) 
116,700 Wawenock (1) 


Scallop Landings (Lbs.) 


Andarte (1) 
Mary & Julia (2) 


10,500 
21,000 


Vandal (2) 


GLOUCESTER 


Alden (2) 

Althea (1) 

Anna Guarino (6) 

Ann & Marie (2) 

Annie (5) 

Anthony & Josephine (7) 
Atlantic (2) 


Benjamin C. (1) 
Bonaventure (1) 


Cara Cara (1) 

Carlo & Vince (4) 
Catherine (1) 

Catherine Amirault (1) 
Catherine L. Brown (1) 
Chanco (2) 

Chebeague (2) 
Cherokee (2) 

Columbia (1) 

Curlew (1) 


Dawn (7) 

Della Mae (1) 
Dorchester (1) 
Doris F. Amero (1) 
Doris H. (2) 


Eddie & Lulu M. (3) 
Eleanor Mae (3) 

Emily Brown (1) 
Estrela (1) 

Eva M. Martin (5) 

Eva II (1) 

Evelina M. Goulart (1) 


Falcon (4) 

Felicia (1) 

Florence & Lee (2) 
Flow (2) 

Frances R. (3) 
Frankie & Jeanne (3) 


Gaetano S. (1) 
Gertrude E. (4) 
Golden Eagle (2) 


Helen B. (1) 
Holy Name (4) 


Ida & Joseph (2) 


200,000 
140,000 


120,000 


20,000 
71,000 


72,000 
16,000 


6,000 
43,000 


20,000 
Immaculate Conception (4) 69,000 


Irma Virginia (6) 
Isabelle J. II (1) 


Jackie B. (3) 

Jackson & Arthur (6) 
J.B. Junior (7) 

Jean & Patricia (2) 
Joe D’Ambrosio (1) 
Johnny Baby (3) 
Joseph & Lucia (1) 
Josie II (1) 


Kelpie (1) 
Killarney (1) 
Kingfisher (2) 


Lady of Good Voyage (1) 
Linda B. (4) 

Little Flower (7) 

Little Joe (6) 

Lois T. (4) 


71,000 
2,000 


1,000 
180,000 
430,000 


65,000 


Lone Ranger (1) 
Lucy Scola (6) 


Madame X (2) 

Malolo (1) 

Manuel P. Domingos (1) 
Margaret Marie (3) 
Margie L. (5) 

Maria Immaculata (3) 
Marion & Alice (1) 
Mary (4) 

Mary E. (2) 

Mary Jane (2) 

Mary Rose (1) 

Mary W. (2) 
Metacomet (1) 
Minkette Ist (1) 
Mother Ann (1) 


Natale III (2) 
No More (3) 
Nova Luna (1) 
Novelty (4) 
Nyoda (4) 


Ocean Life (1) 


Pilgrim (2) 
Pioneer (7) 
P. K. Hunt (2) 
Positive (1) 
Priscilla (1) 
Puritan (1) 


Quincy (1) 


Rose & Lucy (2) 
Rosemarie (3) 
Rosie & Gracie (1) 
Rosie C. (1) 


Sacred Heart (5) 
St. Francis (3) 

St. John (2) 

St. Mary (4) 

St. Nicholas (1) 
St. Peter (2) 

St. Providenza (5) 
St. Theresa (2) 
St. Victoria (1) 
Salvatore (3) 
Santa Lucia (2) 
Sea Hawk (2) 

Sea Queen (1) 
Sebastiana C. (3) 
Serafina N. (3) 
Serafina II (5) 
South Sea (2) 
Superior (2) 
Sylvester F. Whalen (2) 


Theresa M. Boudreau (1) 
Tina B. (1) 
Trimembral (2) 


Villanova (1) 
Vincie N. (1) 
Virginia Ann (3) 


We Three (3) 
White Owl (1) 
Wild Duck (1) 
Winthrop (2) 


Scallop Landings (Gals.) 


Nellie-Pet (1) 


1,000 
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123,000 
275,000 
80,000 
18,800 
66,000 
322,000 
124,600 
96,700 
135,800 
91,000 


“225,000 


21,483 


51,000 
29,000 

1,000 
79,000 
57,500 


230,000 
178,000 


200,000 


23,000 
35,700 
3,000 
3,000 


44,000 
48,000 


58,000 
126,000 
38,500 
67,000 


4,000 
325,000 
200,000 


16,000 
19,000 


200,000 
12,000 
36,000 


40,000 
9,000 
150,000 





WOW! NEW CHRIS-CRAFT 
60 hp. ENGINE for a low... 





World's greatest marine-engine value—spectacular, new 
1954 Chris-Craft 60 h.p. Marine Engine for only $642, 
f.o.b. Algonac, Mich. Here NOW . .. ideal for kit boats 
and small runabouts, utilities and cruisers. Priced lower 
than any other 60 h.p. marine engine in the world! See 
a Chris-Craft Dealer or mail coupon today for FREE 
data on this and other Chris-Craft Marine Engines, 
95 through 160 h.p. Buy NOW! 


SPECIFICATIONS 
Doc Sd nec cecvnacddcets ose cacao pab'a Gos Sas eee moeidae eee 
cn, TSS eee ote sinitiwle'e ae «a dues voweseceddses csaue CRONE 
WIN kc cc evnesscecvecedsscescvecssnsauness seetharunneienannnne 
PUI NINO ois 66 Sodas Sic owacences deaeeeseres . 132.7 cubic inches 
Compression ratio....... Walp bu vei 04 Soc esse c ERRNO Ean eee 50: 
Horsepower. .................2++22++++--60 at 3200 revolutions per minute 
DON iene Scones cusses taco ncviesesu cee clereteecnnae ian 31% inches 
Weight (without oil and water)....... séesne See oa ueen ....456 pounds 
Standard coupling bore..................... Pepa ap Sticvoteak (ON 

FEATURES 


Safety-type, non-drip carburetor with separate idling system adjustment, 
automatic vacuum-controlled power jet and vacuum-controlled accelerating 
pump—all to insure low fuel consumption at cruising speed without sacrificing 
quick acceleration, flexibility and maximum power at full throttle 


Full ignition equipment—balanced coil and distributor, heavy-duty generator, 
new wiring harness and starter with magnetic switch—specially designed for 
marine service 


Full-length water jackets for uniform cooling and low oil temperatures 
Positive-type oil seals for angle operation in marine service 
Heavy-duty, custom-built pistons, heat-treated for marine use 


Custom-built marine-type crankshaft of special carbon steel, Tocco-hardened 
and precision balanced, statically and dynamically 
Completely salt-water equipped 
(Price, specifi it subject to change without notice.) 
CHRIS-CRAFT CORP., MARINE ENGINE DIV., ALGONAC, MICH. 
WORLD'S LARGEST BUILDERS OF MOTOR BOATS 


tions and 





CHRIS-CRAFT CORPORATION 
Algonac, Mich. 


Send FREE Chris-Craft Marine Engine Literature to: 





Address 
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U.S. SAFE AND SEINE SUIT 


@ extra roomy 

vulcanized watertight seams 

underarm ventilation 

rust-resistant ball and socket 
fasteners 

overalls: large bib front, ad- 
justable shoulder straps. 


U.S. SQUAM HAT 


@ reinforced water-shed brim 


Seams are sealed and the 
whole garment’s vulcanized to 
make it watertight. Specially developed 

compounds provide greater resistance to sun, water 
and abrasion. Roomy fit for freedom and comfort; rubber 
work clothing made to withstand long wear. 





























































U. S. RUFF-N-TUFF EUREKA SUIT 


vulcanized watertight seams 

inside fly front 

rust-resistant ball and socket 
fasteners 

underarm ventilation 

overalls: bib front, adjust- 
able elastic suspenders. 


TRAWLER BOOTS 
Black thigh 

Felt lined 

“Fin-Guard” vamp 


% SOLD ONLY THROUGH INDUSTRIAL AND RETAIL STORES * 


mokers of 














U.S. INDUSTRIAL 


RAYNSTERS® 























UNITED STATES “nosaie COMPANY 








U.S. ROYAL / 


RUBBER FOOTWEAR 





Rockefeller Center » New York 






Teresa & Jean (1) 


Beatrice & Ida (1) 
Buzz & Bully (2) 
Carol-Jack (2) 
Catherine C. (1) 
Clipper (2) 
Edith (2) 
Enterprise (2) 
Glor.a F. (1) 
Hazel S. (1) 
Malvina B. (1) 
Muskegon (1) 


America (5) 
Bette Ann (9) 
Betty Boop (3) 
Carl J. (8) 
Carol & Dennis (3) 
Carolyn & Gary (6) 
Catherine (3) 
Connie M. (10) 
Eleanor (4) 
Fairweather (13) 
Five Sisters (3) 
Irene & Walter (10) 
Jane Dore (10) 


Acme (3) 
Addie Mae (3) 
Adventure (2) 
Agatha & Patricia (4) 
Alden (1) 

Althea (1) 

American Eagle (2) 
Angie & Florence (2) 
Annie & Josie (4) 
Arlington (2) 
Atlantic (Drag.) (1) 
Atlantic (O.T.) (3) 
Ave Maria (Drag.) (3) 
Ave Maria (O.T.) (2) 


Baby Rose (4) 
Bay (2) 
Benjamin C. (1) 
Bonaventure (1) 
Bonnie (2) 
Bonnie Lou (3) 
Brighton (3) 
Brookline (1) 


California (1) 
Calm (2) 
Cambridge (2) 
Carmela Maria (3) 
Carol & Jean (3) 


Catherine B. (L.T.) (4) 
Charlotte M. (2) 

Cigar Joe (1) 

Clipper (1) 

Comet (3) 

Crest (1) 


Delaware (1) 
Diana C. (3) 
Dolphin (2) 

Doris F. Amero (2) 
Drift (2) 


Edith L. ew (2) 
Elizabeth B. 

Evelina M. Goulart (2) 
Famiglia (2) 

Felicia (1) 

Flying Cloud (3) 
4-H-823 (5) 


Gaetano S. (1 


Hazel B. (2) 
Hilda Garston (2) 
Holy Family (1) 


Ida & Joseph (1) 


Jane B. (3) 

J.B. Junior (2) 
Jean & Patricia (1) 
Jennie & Lucia (2) 
Jorgina Silveira (2) 
Joseph & Lucia (1) 


Josephine P. II (3) 
Josie M. (2) 


Lady of Good Voyage 
Lawrence Scola (1) 
Leonard & Nancy (3) 
Little Sam (3) 

Lucky Star (2) 





Catherine T. (2) 





Catherine B. (Drag.) (3) 


Geraldine & Phyllis (3) 


Josephine F. (L.T.) (5) 


43,500 


NEW YORK 


Scallop Landings (Gals.) 


Nelfred (1) 
Norseman (2) 

Olive M. Williams (2) 
Rainbow (2) 

Reid (1) 

Richard Lance (2) 
Rosalie F. (2) 

S No. 31 (2) 

Susan (1) 

Whaling City (1) 


STONINGTON, CONN. 


Lt. Thomas Minor (3) 
Lisboa (10) 

Little Chief (10) 
Marise (12) 

Mary A. (10) 

Mary H. (8) 

Old Mystic (11) 

Our Gang (5) 

Pvt. Frank Kessler (3) 
Rita (5) 
Russell S. (6) 
Theresa (8) 
William B. (11) 





30,000 Mabel Mae (2) 
43,200 Maine (2) 

160,800 Manuel F. Roderick (4) 
83,300 Margaret Marie (3) 
re a —— (5) 
1 aria Del S. (3) 
55,000 Mary & Jennie (3) 
ppd ~ ved . — (1) 

r ary Rose (1) 

185,500 Mary W. (1) 

,000 Metacomet (1) 

207,200 ee G. — 
22,600 ichigan (2) 

Mocking Bird (1) 
pms eer Ei 

166,400 atale 

133,000 Nautilus (1) 

300 Neptune (1) 

217,300 Nyanza (1) 

136,600 : 

221,100 Ohio (2) 

,300 Olympia (3) 
Olympia La Rosa (4) 
20,000 Pam Ann (3) 

ny Phantom (2) 

32'400 Philip & Grace (2) 
ae fami 
, uritan 

108,000 
12,900 Racer (2) 

eed Raymonde (3) 
36'000 Red Jacket (2) 

as | af 

’ osa B. ( 
76,100 Rosalie D. Morse (2) 
Rosemary (4) 
97,000 Rosie (4) 
8,900- Rosie & Gracie (4) 
= Rush (2) 

199,100 Sacred Heart (3) 
62,900 St. Joseph (4) 
136,200 St. Peter II (2) 
93,100 St. Rosalie (2) 
35,100 St. Theresa (2) 
151,500 St. Victoria (2) 
287,700 Salvatore & Grace (2) 
20,000 San Antonio II (5) 

San Calogero (5) 
eee Santa Rita (8) 
78,700 an 
— —_" (1) 
avoia 
Ry Sea Queen (1) 
62.700 Sunlight (1) 
: Superior (1) 
39,200 Swallow (2) 
Texas (3) 
131,100 Theresa M. Boudreau (1) 
ye Thomas Whalen (2) 
, ina B. (2) 
po Triton (2) 
84,500 Vincie N. (1) 
22,000 irgini 
83'100 Virginia (3) 
2,300 Wave (2) 
Weymouth (3) 
(1) 40,500 Wm. J. O’Brien (3) 
,000 Winchester (3) 
pany aed Wisconsin (3) 
103,000 Yankee (5) 


Scallop Landings (Lbs.) 


17,000 
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WOODS HOLE 


n Bill (1) 
oe. ’n B.1l Il (1) 
Connie F. (1) 
Eugene H. (2) 
Gertrude D. (1) 
Helen Mae (1) 
Little Lady (1) 
Metacomet (1) 
Morning Star (3) 


Papoose (1) 
Priscilla V. (1) 
Reliance (1) 

Roann (1) 

Roberta Dee (1) 

R. W. Gr-ffin, Jr. (2) 
Southern Cross (2) 
Three Bells (1) 
Victor Johnson (1) 


Scallop Landings (Lbs.) 


Babe Sears (1) 
Empress (1) 
Ethel C. (1) 
Malvina B. (1) 


9,356 
2,825 
1,501 
1,635 


Marie & Katherine (1) 
Petrel (1) 
Sunapee (1) 


Swordfish Landings (Lbs.) 


Gertrude D. (1) 


6,484 


NEW BEDFORD 


Adventurer (4) 
Anastasia E. (3) 
Annie Louise (3) 
Annie M. Jackson (4) 
Arnold (2) 

Arthur L. (3) 

Austin W. (2) 


Barbara M. (3) 
Bernice (1) 


Capt. Deebold (2) 
Chas. E. Beckman (3) 
Charlotte G. (1) 
Christine & Dan (2) 
Connie F. (3) 


Dauntless (4) 


Ebenezer (1) 

Elva & Estelle (4) 
Elva L. Beal (2) 
Eugene & Rose (3) 
Eugene H. (1) 


Felicia (2) 


Gladys & Mary (2) 
Growler (4) 


Harmony (2) 

Helen B. (1) 

Hope (2) 

Hope II (2) 

Huntington Sanford (2) 


Invader (2) 
Ivanhoe (2) 


Jacintha (3) 

Janet Elise (1) 

J. Henry Smith (1) 
Jimmy Boy (4) 
Joan & Ursula (4) 
Junojaes (3) 


Katie D. (3) 
Kelbarsam (1) 


70, 100 


59,600 
4,000 


85,400 
57,500 

2,100 
48,400 

9,700 
76,400 
33,700 
77,900 


49,400 
98,200 


63, 600 


103,500 
17,000 


Lera G. (3) 
Lorine III (1) 


Madeline (1) 
Magellan (1) 
Mar.a-Julia (3) 
Mary & Joan (4) 
Mary Tapper (2) 
Minnie V. (3) 
Molly & Jane (3) 


Nancy Lee (1) 
Nautilus (2) 
Noreen (3) 


Pauline H. (4) 
Phyllis J. (2) 
Priscilla V. (1) 


Question (1) 


Roann (2) 

Roberta Ann (3) 
Rosemarie V. (2) 

R. W. Griffin, Jr. (1) 


St. Ann (2) 

Sandra & Jean (1) 
Sankaty Head (1) 
Santa Cruz (1) 

Sea Fox (1) 

Sea Hawk (5) 
Shannon (3) 
Solveig J. (3) 
Sonya (2) 

Stanley B. Butler (3) 
Sunbeam (2) 

Susie O. Carver (3) 


Teresa & Jean (2) 
Three Pals (4) 
Two Brothers (2) 


Venture Ist (3) 
Victor Johnson (3) 
Viking (3) 


Whaler (3) 
Winifred M. (2) 


Scallop Landings (Lbs.) 


Abram H. (2) 
Agda (2) 
Alpar (2) 
Amelia (2) 
Anna (1) 


Babe ipaecs (1) 

B&E (1) 

Barbara (2) 

Barbara & Gail (3) 
Beatrice & Ida (1) 
B. Estelle Burke (2) 
Bobby & Harvey (2) 
Bright Star (2) 


Camden (1) 

Carl Henry (2) 

Carol & Estelle (3) 
Carolyn & Priscilla (2) 
Catherine & Mary (2) 
Charles S. Ashley (2) 
Christina J. (2) 


Debbie & Jo-Ann (1) 
Doris Gertrude (2) 
othy & Mary (2) 


Eleanor & Elsie (2) 
Elizabeth N. (2) 
Empress (1) 

Ethel C. (2) 
Eunice-Lilian (2) 


16,500 
1 


19, 000 
4,750 


17 200 


18,625 
22.4599 
11,400 
16,500 
22,200 


Fairhaven (3) 

Falcon (1) 

Flamingo (2) 
Fleetwing (2) 
Francis J..Manta (1) 
Friendship (2) 
Friendship (N.Y.) (2) 


Gambler (1) 
Gannet (2) 
Gloria F. (1) 


Janet & Jean (3) 
Jeannie Ann (1) 
Jerry & Jimmy (1) 
John G. Murley (2) 
Josephine & Mary (2) 


Kingfisher (2) 


Lauren Fay (2) 
Liboria C. (2) 

Linus S. Eldridge (2) 
Louis A. Thebaud (2) 
Louise (2) 

Lubenray (2) 


Major J. Casey (2) 
Malene & Marie (2) 
Maridor (2) 
Marie & Katherine (1) 
Marmax (2) 

Martha E. Murley (2) 
Mary Anne (3) 
Mary Canas (1) 
Mary E. D’Eon (2) 
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60,000 
430,000 


186,800 
23,500 
18,300 


3,100 


17,625 
19,125 


16,500 
19,000 





RELIABLE 





“S-N MARINE GEARS 
have abvoys- qe 
100% stn. 


... says fleet owner Charles Ludwig of the 
Ludwig Shrimp Company, Miami, Florida. 
His shrimp trawler, the Micheal Angelo 
; (designed for Campeche Bay shrimping) 
is powered by a 120 H.P. Caterpillar Diesel 
with S-N marine gears. This unit has a 
double cone clutch working in a bath of 
oil assuring smooth operation and long 
life. The reverse unit transmits 100% of 
engirie speeds through the 3:1 ratio S-N 
heavy duty herringbone reduction gear. 
Always reliable, the S-N balanced gear 
train assures long, trouble-free service 
under all conditions. 


S-N Moanual — Hydraulic — Air Operated Gears 
On the Finest Marine Engines ¢ to 1000 H.P. 





FOR NEARLY HALF ACCENTURY 


THE SNOW-NABSTEDT GEAR CORP., HAMDEN, CONN. 


















































Double Protection from FIRE 
ON YOUR BOAT 
0 
Get Rid of Floating Gas 
and Oil in the Bilge 


Let the Roll of the Boat 
Clean the Bilge 





Me 


= 


iN 








In addition to keeping the bilge clean without any 
labor, AUTOMATIC Bilge Cleaner mixes gas and 
oil in the bilge with the water and keeps it mixed— 
greatly reducing fire hazard. It works while you're 
fishing. Leaves no oil slick when you pump it. 


Add a little AUTOMATIC Bilge Cleaner after 
each pumping. Also cleans everything above and be- 
low deck, including fish gurry. Keeps fish-hold sani- 
tary. Order today. Galion only $7.50. Qt. $1.98. 








SAV-A-TANK Cartridge 


Sooner or later every fuel tank rusts through unless pro- 
tected from corrosion. Even copper tanks corrode. Serious 
fires aboard boats are caused by tanks that rust through. 
This amazing little cartridge, called SAV-A-TANK, may 
save the total loss of your boat, even your life! It gives a 
year’s protection for less than a cent a day! 








SEND NO MONEY Order Sud- 
bars ew Marine Products 

C.0.D postage ics send cash 
and we r pay postage 


Money-Back - ~<A 
Dealers: Write for Special Offer 


SUDBURY LABORATORY, Box 167, South Sudbury, Mass. 


Just drop a SAV-A-TANK Cartridge 
in your tank. Use one for each 1000 gal. 
capacity. Don’t risk going even another 
month without using them on your boat. 
Order now, only $3. 


























at 1,000 R.P.M., Continuous Duty 


LATHROP D-100 DIESEL 1S 
DESIGNED FOR FISHERMEN 


Three generations of fishermen 
have depended on Lathrop en- 
gines — so you can be sure a 
Lathrop has what you want. 
The modern D-100 is truly 

a fisherman’s engine. 
Write today for a special 
folder about this special 

engine. 















Cylinders: 6. Weight: 4,100 
Ibs. Displ. 998 cu. in. 





THE 


‘ 


MYSTIC deo eee th 
RERS OF LE MARINE ENGINES 


Q it hi 10) EMEIME E®: 


QELIA 





New Bedford Scallop Landings (Continued) 


Mary J. Hayes (2) 23,100 Red Start (3) 27,250 
Mary J. Landry (1) 5,000 Ruth Moses (2) 22,400 
Mary R. Mullins (2) 19,000 
Miriam A. (1) 9,500 Sea Hawk (1) 3,000 
Moonlight (1) 13,500 Skilligolee (1) 9,000 
Muskegon (1) 6,000 Smilyn (2) 20,200 
Sunapee (1) 8,000 
Nancy Jane (2) 26,500 
Nantucket (1) 9,000 The Friars (2) 14,000 
New Bedford (2) 20,200 
New Dawn (1) 6,800 Ursula M. Norton (2) 13,500 
Newfoundland (2) 19,200 
Vivian Fay (2) 20,200 
Palestine (2) 13,000 
Pearl Harbor (2) 20,500 Wamsutta (2) 19,700 
Pelican (2) 16,500 Wm. D. Eldridge (2) 23,300 
Porpoise (2) 21,000 Wm. H. Killigrew (2) 22,000 





Long Island Oyster Beds Cleaned 
Of Drills by Suction Dredge 


During the last week of October the oyster beds owned 
by the J. & J. W. Elsworth Co. in the vicinity of Green- 
port were vacuum cleaned by the suction dredge Quinni- 
piac, owned by F. Mansfield & Sons of New Haven, Conn, 
The Quinnipiac was used primarily to clean the drills 
from the oyster beds. These drills are well-named, inas- 
much as they drill through the hard shell of the oyster 
and then eat the meat inside. 

Modern science has found that the best way to combat 
the drills is by cleaning the beds thoroughly with suction 
dredges. The steel Quinnipiac is a flat bottom converted 
U. S. Naval barge, 96 ft. long and 30 ft. beam, and is 
powered by General Motors Diesels. 


Burned in Scallop Boat Explosion 


Capt. Arthur Hulse, well known Greenport party fish- 
erman, narrowly escaped fatal injuries last month when 
the 30-ft. cabin scallop boat Spare Time exploded as the 
engine was being started. Hulse, stunned by the force of 


the explosion, fortunately had the presence of mind to § 


roll overboard to escape the flames, and was rescued by 
Capt. Edward Fiedler who was just going aboard the Nora. 

The injured man was taken to the hospital, where it 
was found he had sustained second degree burns about 
the face, arms and chest. The Spare Time is owned by 
Peter Jacobs of Greenport. 


Shipyard Busy with Winter Storage 


The annual Fall lay-up season has started at Brigham’s 
Shipyards, Greenport, with six of the large fishing steam- 
ers of the Smith Meal Co. being laid up for the Winter. 


They are the Pocahontas, Etias F. Wilcox, A. Brooke Tay- 
lor, Wilbert A. Edwards, John L. Lawrence and Stephen 


W. McKeever. 


a 26’ clam boat which he uses when not fishing. 
















The “Jane K.”, 36’ lobster boat recently purchased by Joseph W. 
Chasas of Babylon, N. Y., from Raymond Drake of Vinalhaven, Me. 
She is powered with a 130 hp. Kermath engine, which gives her 
speed of 13 knots, and has 1%” Monel shaft. Mr. Chasas also owns 
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Canadian Report 
By C. A. Dixon 





Lobster Trap Insurance Plan Amended 


The Federal Government’s recently-inaugurated plan 
of insurance to cover storm-damaged lobster traps has 
been amended to make it more attractive to fishermen, 
Acting Fisheries Minister Winters announced that the 
new plan offers four types of coverage, depending on the 
average value of the fishermen’s traps. The plan will be 
introduced in the Bay of Fundy lobster fishing areas dur- 
ing the Fall seasons which open on November 1 and No- 
vember 15, and in southwestern Nova Scotia on Decem- 
ber 1. 

Under one type of coverage fishermen with traps, val- 
ued at over $7.00, including rope and buoy, will pay a 
premium of 25¢ per trap and can receive compensation 
for storm or abnormal losses at the rate of $4.00 per trap. 

To take care of the normal wear and tear on traps, 
which have an average life of four years, no payments 
will be made on the first 25 per cent of the total number 
of traps not recovered at the end of the lobster fishing sea- 
son, Under the plan a fisherman owning 500 traps valued 
at over $7.00 would pay a premium of $125 on his $3,500 
investment. If he fails to recover half his traps he will 
be paid $4.00 per trap on the 125 lost over and above his 
normal wear and tear. This would give him $500. 

For traps with an average value of from $5.01 to $7.00, 
the premium is 20¢ per trap and the recovery rate $3.00 
per trap. On traps with an average value of from $3.01 
to $5.00, the premium is 13¢ per trap and the recovery 
rate $2.00 per trap. For traps with an average value of 
from $2.01 to $3.00, the premium is 8%¢ per trap and the 
recovery rate $1.25 per trap. 

Fishermen having traps with an average value of less 
than $2.00 cannot be covered under the plan. A fisherman 
with high-valued traps can take any type of coverage for 
value at or below his average, but fishermen with low- 
valued traps cannot insure them for higher amounts. 


Small Herring Disappear 


The school of small herring known as brit petered out 
the end of October, after mass production for several 
weeks in the St. Andrews Bay region of Charlotte County 
had kept boatmen and the fish meal plants very busy. As 
November entered the picture, very few fish were pres- 
ent in any locality. 

Many claim that never in the history of the sardine 
industry have fish been as scarce as they have been re- 
cently. No one knows why, although some members of 
the industry believe that the taking of great quantities of 
brit in the last few years has resulted in the depletion of 
the herring schools. 

Left high and dry this Fall insofar as earning capacity 
is concerned, boatmen in the Passamaquoddy area of 
southern New Brunswick are nonplussed as to what to do 
next. A number are getting ready for the scallop fishing 
season, and have bought gear for this branch of the fish- 
ery. But the low price being paid for the bivalves, com- 
pared to those paid heretofore, does not bring much en- 
couragement. 

The greater number of boatmen, of course, are counting 
on Fall lobster fishing for real income, and many traps 
beg be set in Charlotte and Saint John Counties Novem- 

15. 


Pollock Scarce This Fall 


Pollock fishing in southern New Brunswick has proved 
to be almost a total failure this year. For many years this 
industry formed a chief means of earning a livelihood for 
hundreds of fishermen at Deer Island, Campobello and 
Grand Manan. 
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ON PROPELLERS OF ALL 
SIZES... 





PRECISION EQUIPMENT and expert 
workmen insure an accurate repair job. We 
guarantee our work. Estimates gladly fur- 
nished. Send your damaged propeller to us 
for free inspection and report. 


HYDE WINDLASS COMPANY 
BATH, MAINE 
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Meets Every 
Fishing Test. . BEST! 


Toughness and strength... flexibility... long-last- 
ing dependability... you'll find all these important 
qualities combined in Tubbs Extra Superior Manila —a 
rope fishermen know and trust because it meets their needs best. 
Available in all sizes, lays, and treatments, Extra Superior Manila 
is backed by Tubbs'97 years experience in the manufacture of better 
rope for the fishing industry. Unsurpassed for quality and reliable 
service, Extra Superior Manila is your best rope buy for every com- 
mercial fishing need; it costs less because it stays stronger .. . longer! 


Send today for your free copy of Tubbs’ new 
booklet, * "selection, Use and Care of Rope,’ 
also our folder on Fishing Rope. 


TUBBS 







CORDAGE 
COMPANY 






WAREHOUSE STOCKS: fe. 
lantic and ulf 
PAULSEN-WEBBER Cordage 
Corporation. New York — 
New Orleans — Houston 
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ONE TO SIX CYLINDER 


8 TO 54 HORSEPOWER 


e for dependable propulsion 
* for generating electricity 

¢ for water pumping 

¢ for deck and hold winches 
¢ for refrigerating machinery 
° for emergency service 


FOR FULL 
INFORMATION 


WRITE......ENGINE DIVISION 
THE NATIONAL SUPPLY comPpaANY 


SPRINGFIELD, OHIO 
Distributors of Listed) Diesels in the U.S. A. 





Safer... Happier... 


thanks 
to 
Christmas 
Seals / 


Like a radar network guarding the 
coast line, there is a barrier formed 
by Christmas Seals which stands 
as a bulwark for us all against the 
tragedy of tuberculosis. 





The money which you donate for 
Christmas Seals helps to protect your 
family . . . is used to fight TB the year round with continuing 

medical research, education, rehabilitation, and case finding. 


To keep the barrier high, to protect and help us all, 
send your contribution today, please, to your 
tuberculosis association. 








Buy Christmas Seals 
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Gloucester Fish Processing Plants 
Destroyed in Waterfront Fire 


A fire roared through a near block-long section of 
Gloucester’s waterfront and destroyed three buildings op 
the old Halibut Wharf last month. Plants of the Hygeig 
Brand Fillet Co., Independent Fish Co., East Coast Pack. 
ing Co., Inc., and Cape Ann Transport Co. were gutted by 
the blaze. Valuable equipment used by the fishing firms 
was lost, along with wiring and water piping. 

Over $6,C90 worth of lobsters were saved in the near-by 
Gloucester Lobster Co. quarters. 


October Landings Show Drop 


Fish landings in Gloucester in October of this year were 
less than half of the receipts in the corresponding month 
last year. Principal reason for the decline, amounting to 
nearly 12 million lbs., was diversion of local draggers to 
catching groundfish and selling at Boston to take advan- 
tage of high prices. The boats have been fishing in North 
Bay. 

Total production in Gloucester in October was only 
8,657,900 lbs. of fresh fish, including 6,181,000 lbs. of ocean 
perch. Contrasting sharply was October of 1952, when 
total fresh fish production in Gloucester was 20,494,200 
lbs., and ocean perch receipts were 14,595,000 Ibs. 


Whiting Dragger Saved from Burning 


The 75-ft. whiting dragger Chebeague, Capt. Anthony 
Frontiero, was saved from destruction by fire off Rock- 








port last month by the Coast Guard of Dolliver’s Neck, 
Gloucester and Straitsmouth Station, Rockport. The 
dragger Nyoda rescued the skipper and his two-man 
crew, and the Chebeague, badly damaged, was towed into 
port by the Coast Guard. 


Seafood Workers Change Union Affiliation 


In a special meeting attended by about 500 members, 
the Gloucester Seafood Workers Union on October 1i 
unanimously voted to dis-affiliate from the International 
Longshoremen’s Association. The Union then voted unan- 
imously to affiliate with the Amalgamated Meat Cutter 
and Butchers Workmen of North America, an affiliate of 
the American Federation of Labor. 


Fish Pier Twenty-Five Years Old 


Twenty-five years ago on October 24 a general meeting 
was held about having a State Fish Pier. Kellogg Birds- 
eye presided over that meeting, and Everett R. Jodrey 
was an ardent speaker in favor of the pier. 

There were those present then who had their doubts as 
to the need for such a pier in Gloucester. And those who 
were for it thought it would give Gloucester a chance to 
catch the overflow business from Boston. A quarter cen- 
tury later, Gloucester is eager to have the State build a 
large addition to the present State Pier. Back in 1928, the 
city’s fisheries leaders had no idea that a fish to be called 
ocean perch would put Gloucester on the map. 


South Carolina Oystering Under Way 


The 1953-54 oyster season opened October 1 in South 
Carolina. From then until April 30 the marine bivalve 
may be gathered for personal or commercial use. 

Alonzo B. Seabrook, commercial fisheries director d 
the S. C. Wildlife Resources Commission, said individuals 
may gather a maximum of two bushels of oysters from 
public lands. Oyster bottoms owned by individuals # 
leased to individuals or companies by the State are con 
sidered private grounds. Permission of the owner # 
lessee must be obtained before oysters may be gathere 
on such bottoms. 
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North Carolina Names Assistant 
Fisheries Commissioner 
C. Gehrmann Holland, sheriff of Carteret County, has 


charge of law enforcement. The appointment was made 
last month at the meeting of the Board of Conservation 
and Development at Asheville. Mr. Holland was in the 
fish business in Beaufort for 11 years, and when a young 
man worked for a while in a seafood market in Washing- 
ton, D. C. 

Holland will take over the position held by C. D. Kirk- 
patrick, who has been transferred to, Raleigh to begin a 
survey of industrial sites in the State. The fisheries Com- 
missioner job remains open, as it has in actuality ever 
since the resignation of Capt. John Nelson of Gloucester. 
Mr. Kirkpatrick, although having the title of Fisheries 
Commissioner, dealt mainly with enforcing fisheries regu- 
lations. 


‘ 


Scorpion Fish Poison Fishermen’s Hands 


A type of scorpion fish has been poisoning the hands of 
fishermen of the Topsail Inlet waters. The fish apparently 
injects a poison from its numerous horny fins into the 
flesh of the fishermen. The hands swell, and a severe 
stomach disorder follows. Roger Moore and Ronald Cole- 
man of Topsail are reported to have been injured by the 
fish, and both required medical attention. 

The creature has been reported to be black, white and 
red, with diamond-shaped black spots. Its usual habitat is 
the waters of the West Indies. 

Five of the scorpion fish have been reported taken in 
the sound near Topsail Inlet. One was landed in a net 
by Walter Moore of Topsail. 


viat does GP 
mean to you! 


“CP” means Winslow Controlled-Pressure 
Elements, with an exclusive built-in system 
enabling all of your lubricating oil, hot or 
cold, to get full-flow filtration, even under 
contaminated element conditions. For 

this patented protection, look only 

to Winslow “CP” Elements. 












TRADEIMARK 






WRITE FOR FREE FOLDER! 
Get a complete description of 
Winslow “CP” Elements. There 
are no charges or obligations. 
Just send us your request. 





OLIN GOW PGES 


Winslow Engineering Company 4069 Hollis St., Oakland 8, Calif. 








Lists of Atlantic Coast Lights 
And Other Marine Aids Available 


The 1953 editions of the Lists of Lights and Other Ma- 
rine Aids, Atlantic Coast, have been published in a new 
form whereby lighted and unlighted aids to navigation 
are shown together in their geographic order, and data 
concerning each aid appears on one page. The following 
lists are now available: 

Volume I, First Coast Guard District, from St. Croix 
River, Maine, to Watch Hill, R. I.; price $1.25. 

Volume II, Third Coast Guard District, from Watch 
Hill, R. I., to Fenwick Island, Del.; price $1.25. 

Volume III, Fifth Coast Guard District, from Fenwick 
Island, Del., to Little River Inlet, S. C.; price $1.25. 

Volume IV, Seventh Coast Guard District, from Little 
River Inlet, S. C., to Apalachicola River, Fla.; price $1.50. 

Volume V, Eighth Coast Guard District, from Apala- 
chicola River, Fla., to the Rio Grande; price $1.50. 

Volume VI, Seventh Coast Guard District (Greater 
Antilles Section), covering the United States West Indies; 
price $0.75. 

Volumes I-VI (Combined) Complete List of Lights and 
Other Marine Aids, Atlantic Coast. This volume is a 
composite list of Volumes I to VI, inclusive, with suitable 
cross-references to facilitate its use by navigators operat- 
ing in more than one Coast Guard district; price $4.25. 

The Intracoastal Waterway Light List has been discon- 
tinued. Aids to navigation formerly listed in the Intra- 
coastal Waterway Light List are included in Volumes III, 
IV, and V, and the Combined List. 

The above lists may be purchased from the Superin- 
tendent of Documents, Government Printing Office, Wash- 
ington 25, D. C., or from sales agents located in the vari- 
ous seaports, a list of which is published quarterly in the 
Weekly Notice to Mariners, part I. 
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60-FATHOM 
DEPTH-SOUNDER 
Indicates in feet and fathoms 
Compact — Rugged — Accurate 


NEW LOW PRICE 


Ask your dealer 
*Patent applied for. Manufactured by 





Write for Catalog 


WILFRID O. WHITE & SONS, INC. 


(Formerly Kelvin-White Company) 
178 ATLANTIC AVE., BOSTON 10, MASS. 


406 Water St. 
Baltimore 2, Md. 


40 Water St. 
New York 4, N. Y. 
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NATURAL DRAFT 
Designed to effectively handle smoke and gases. Passages are full 
size and free from sharp bends. A down draft will not blow down 
the stack, but will cause an up draft by blowing down the outer 
shield. Keeps out rain and spray without retarding draft. 


ELISHA WEBB & SON CO. 
136 S. Front St., Philadelphia 6, Pa. 


Manufacturers of WEBBPERFECTION Galley Ranges 
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maybe will, but we have no reason to expect anything 
except moderate weather. 

We don’t predict and we can’t predict now, but we 
know cussed well that if the average temperature should 
hold up just a few degrees higher than it did last Winter, 
some of our shoal-draft sea-skimmers probably would be 
able to make a living with their twine all through the 
season until Spring. Because there would be fish working 
inshore where they could be taken. But by the same 
token, if it should happen, then they might as well lay 
up their boats after the middle of June. There couldn’t 
be any run of fish native to these bearings after that, not 
to the benefit of net fishermen. 

All our life we have read tales about the people who 
lived in the Far North and who were caught first in the 
advance of the Tropics and then, the advance of the Ice 
Age. Not the same people, of course, but some people. 
We never expected to be fouled up in anything of the 
sort, but when we look out of the port light with Novem- 
ber almost abreast and see the flowers blooming and 
grass as green as it was in June, we have to admit that 
history seems to be repeating itself. Maybe all to the 
good. But there is some cussed experience awaiting some 
of us first! 


Cape Cod Bay Scalloping 
Season Under Way 


Wellfieet scallopmen late in October were continuing to 
get their limit when the weather allowed them to fish. 
The first day of the scallop season went by without a 
single buyer on hand to purchase the scallops, but since 
then several buyers have appeared and prices average 
between $3.25 and $4.00 a bushel. 

Wareham Selectmen issued 25 commercial permits on 
the opening day of the scallop season October 1, compared 
to 62 issued opening day last year. The Selectmen have 
announced the rules and regulations for commercial 
scalloping, for which the fee is $15. 


Dragger Found Safe 


The 32-ft. fishing dragger Polly N., Capt. Paul Francis 
of Wellfleet, was found off Billings Gate Shoals last month 
after an all-night search by Sandwich Coast Guardsmen. 
The fishing vessel was reported missing after she had 
passed through Cape Cod Canal and failed to arrive at 
Wellfieet. 


Quantities of Oyster Seed Washed Ashore 


Large quantities of oyster seed were washed up on the 
shore of Sachacha Pond, Nantucket, last month. The seed 
covered a depth of 6 inches and a width of 3 feet over 
long stretches. The town was asked to put the oyster seed 
back in deeper water. 


California Driver’s License Found in Cod 


Capt. Frank Perry of the fishing dragger Marjorie last 
month displayed a Navy identification card and a Califor- 
hia driver’s license he said he found in the stomach of a 
codfish which he caught off Provincetown. The 12-lb. 
fish was taken in 40 fathoms three miles west of Race 
Point, at the tip end of Cape Cod. The two documents 
were in a wallet. 


National Boat Show at New Location 


Space in the Golden Jubilee National Motor Boat Show, 
which will be held in New York’s Kingsbridge Armory 
next January 15-23, is already more than 20 per cent 
oversubscribed by boat, engine and marine accessory 
manufacturers, according to Joseph E. Choate, general 
manager of the Show. Making its debut in the Kings- 
bridge Armory, the largest unobstructed floor space under 
one roof in the world, the 1954 Show will have as its 
theme: “A salute to 50 years of boating”. 
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FOR WHITER, EASIER-TO-CLEAN TOPSIDES USE WORLD-FAMOUS 


“CAWLUX” WHITE 


In Gloss, Semi-Gloss and Semi-Flat Finishes 
Smoother, longer-lasting, resists discoloration by gases and fumes 


“STAYS BRIGHT THE SEASON LONG!” 





C. A. WOOLSEY PAINT & COLOR CO. INC. 
229 East 42nd Street os New York 17, N. Y, 
Warehouses: Brooklyn, N. ¥., Plymouth, N.C., Jacksonville, Fla., Houston, Tex. 


















Pride Brand FROZEN SCALLOPS and FILLETS 


Guaymex Brand Layer-Packed Shrimp 
Danish Brook Trout 
South African Rock Lobster Tails 


Packed in Consumer and Institutional Sizes 


PRIDE FISHERIES, INC. 


Maurice J. Boyle, Manager 
Greene and Wood Pier Box 24 Telephone 4-186! 








NEW BEDFORD, MASS. 








Olumbian 


PROPELLERS and MARINE FITTINGS 


Exact pitch and balance mean 
rugged speed and fuel economy 
from Columbian, world’s best 
bronze propellers for work or 
pleasure boats. Free catalog also 
shows fine bronze fittings: stern 
bearings, shaft logs, rudders, 
controls, etc. 


COLUMBIAN BRONZE CORP. 
Freeport, L.1., N.Y. Phone 8-0470 





ELDREDGE-McINNIS, INC. 
NAVAL ARCHITECTS MARINE ENGINEERS 
Specializing in Fishing Vessel Design 
131 State St., Boston 9, Mass. 

Walter J. Mclnnis Alan J. Mclinnis 








THE HARRIS COMPANY 


PORTLAND, MAINE 
Specializing in Fishing Boat Supplies 
Marine Hardware — Dragging Equipment 
Electronics — Fuel — Groceries 
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Companies whose names are starred (*) 





have display advertisements in this issue; see Index to Advertisers for page numbers 





AIR STARTING MOTORS 
Ingersoll-Rand, 11 Broadway, N. Y. 4, N. Y. 


ALARM SYSTEMS 

Brown Alarm Mfg. Co., Inc., 
St., Baltimore 26, Md. 

ANCHORS 

Danforth Anchors, 2121 Allston Way, Berke- 
ley, Calif. 

Northill Co., Inc., Los Angeles 45, Calif. 

BATTERIES—Storage 

Bowers Battery & Spark Plug Co., Read- 
ing, Penn. 

Crescent Battery & Light Co., Inc., 
Magazine St., New Orleans 12, La 
“Exide’’: Electric Storage Battery Co., 42 
South 15th Street, Philadelphia 2, Pa. 
*Surrette Storage Battery Co., Salem, Mass. 
Willard Storage Battery Co., 246 East 131 

St., Cleveland 1, Ohio. 
BOOTS 
*United States Rubber Co., Rockefeller Cen- 
ter, New York, N. Y. 
CANS 
Continental Can Co., 
York, N. Y. 
CLOTHING 
The H. M. Sawyer & Son Co., Cambridge, 
Mass. 
A. J. Tower Co., 24 Simmons St., Boston, 
Mass. 
*United States Rubber Co., Rockefeller Cen- 
ter, New York, N. Y. 


COLD STORAGE 
Quaker City Cold Storage Co., Philadelphia, 
Pa. 


COMPASSES 
John E. Hand & Sons Co., 243 Chestnut St., 
Philadelphia 6, Pa. 
*Marine Compass Co., Pembroke, Mass. 
Sperry Gyroscope Co., Division of the 
Sperry Corp., Great Neck, N. Y. 
*Wilfrid O. White & Sons, Inc., 216 High St., 
Boston 10, Mass. 
CORDAGE 
American Manufacturing Co., 
West Sts., Brooklyn, N. Y. 
Cating Rope Works, Inc., Maspeth, N. Y. 
*Columbian Rope Co., Auburn, N. Y. 
*New Bedford Cordage Co., 131 Court St., 
New Bedford, Mass. 
Plymouth Cordage Co., Plymouth, Mass. 
*Tubbs Cordage Co., San Francisco, Calif. 
COUPLINGS—Marine 
Morse Chain Co., 7601 Central Ave., Detroit 
10, Mich. 


DECK PLATES 
J. F. Hodgkins Co., Gardiner, Maine 


DEPTH FINDERS 

*Bendix Aviation Corp., Pacific Div., 
Fifth Ave., New York 17, N. Y. 

*Kaar Engineering Co., Palo Alto, Calif. 

Raytheon Manufacturing Co., 138 River St., 
Waltham 54, Mass. 

*Wilfrid O. White & Sons, Inc., 216 High St., 
Boston 10, Mass. 

DIRECTION FINDERS 

Bludworth Marine, 92 Gold St., N.Y. 7, N. Y. 

*Kaar Engineering Co., Palo Alto, Calif. 

Raytheon Manufacturing Co., 138 River St., 
Waltham 54, Mass. 


ELECT RIC GENERATING PLANTS . 
W. Onan & Sons, Inc., University Ave. 
ae at 25th, Minneapolis 14, Minn. 
ENGINES—Diesel 
Atlantic Equipment Co., Inc., 58 McDonald 
St., Readville 37, Mass. 
The Buda Co., 154th and Commercial Ave., 


1631 Filbert 


819 


100 E. 42nd St., New 


Noble and 


475 





Harvey, Il. 


50 


*Burmeister & Wain American Corp., 17 Bat- 
tery Place, New York 4, N. Y. 
Caterpillar Tractor Co., Peoria, Ill. 
*Cooper-Bessemer Corp., Mount Vernon, O. 
Cummins Engine Co., Columbus, Ind. 
Detroit Diesel Engine Div., General Motors 
Corp., Series 51, 71 and 110 Marine Die- 
sels, 13400 W. Outer Drive, Detroit 28, 
Mich. 
The Diesel Engine Corp., 27-18 122nd St., 
Flushing, L. I., N. Y. 
*Enterprise Engine & Machinery Co., 18th 
and Florida Sts., San Francisco 10, Calif. 
*Fairbanks, Morse & Co., Chicago, Ill. 
Gray Marine Motor Co., 646 Canton Ave., 
Detroit, Mich. 
Hallett Mfg. Co., 1601 West Florence Ave., 
Inglewood, Calif. 
P&H Diesel Engine Division, Harnischfeger 
Corp., 100 Lake St., Port Washington, Wis. 
Kermath Manufacturing Co., 5890 Common- 
wealth Ave., Detroit 8, Mich. 
*The Lathrop Engine Co., Mystic, Conn. 
Murphy Diesel Co., 5317 West Burnham St., 
Milwaukee, Wis. 
*The National Supply Co., Engine Division, 
Springfield, Ohio. 
*Nordberg Mfg. Co., Lincoln Bldg., 60 East 
42nd St., New York 17, N. Y. 
H. O. Penn Machinery Co., Inc., East River 
and 140th St., New York, N. Y. 
*Perkins-Milton Co., Inc., 376 Dorchester 
Ave., South Boston 27, Mass. 
Red Wing Motor & Mfg. Co., Red Wing, 
Minn. 
Scripps Motor Co., 5817 Lincoln Ave., De- 
troit 8, Mich. 
*Wolverine Motor Works Inc., 1 Union Ave., 
Bridgeport, Conn. 


ENGINES—Gasoline 
*Chris-Craft, Marine Engine Div., Algonac, 
Mich. 
Chrysler Corp., 
troit, Mich. 
Ford Marined Engines, 3627 N. Lawrence 
St., Philadelphia 40-AF, Penna. 
Gray Marine Motor Co., 646 Canton Ave., 
Detroit, Mich. 
Kermath Manufacturing Co., 5890 Common- 
wealth Ave., Detroit 8, Mich. 
*The Lathrop Engine Co., Mystic, Conn. 
*Nordberg Mfg. Co., Lincoln Bldg., 60 East 
42nd St., New York 17, N. Y. 
Red Wing Motor & Mfg. Co., Red Wing, 
Minn. 
Scripps Motor Co., 5817 Lincoln Ave., De- 
troit 8, Mich. 
Universal Motor Co., 436 Universal Drive, 
Oshkosh, Wis. 


ENGINES—Outboard 

Evinrude Motors, 4760 N. 27 St., Milwaukee 
16, Wis. 

*Johnson Motors, 6300 Pershing Rd., Wau- 
kegan, Il. 


FILTERS 

Fleck Engineering Co., Inc., 
St., Baltimore 26, Md. 

*Winslow Engineering Co., 4069 Hollis St., 
Oakland 8, Calif. 


FISHING GEAR 

The Harris Co., Portland, Me. 

Hunter Machine Co., Rockland, Me. 

*Westerbeke Fishing Gear Co., Inc., 
Northern Ave., Boston, Mass. 


FISH MEAL MACHINERY 

Enterprise Engine & Machinery Co., Process 
Machinery Div., 18th & Florida Sts., San 
Francisco 10, Calif. 


12211 East Jefferson, De- 


1631 Filbert 


279 





*Standard Steel Corp., 5008 Boyle Ave., Los 
Angeles 58, Calif. 
GENERATING SETS 

Atlantic Equipment Co., Inc., 58 McDonald 
St., Readville 37, Mass. 

The Buda Co., 154th and Commercial Ave., 
Harvey, Ill. 

Detroit Diesel Engine Div., General Motors 
Corp., Series 51, 71 and 110 Marine Die- 
sels, 13400 W. Outer Drive, Detroit 28, 
Mich. 

Hallett Mfg. Co., 1601 West Florence Ave., 
Inglewood, Calif. 

Nap. J. Hudon, 40 Fish Pier, Boston, Mass. 


GENERATORS 

The Safety Car Heating & Lighting Co., 
Inc., Marine Div., P.O. Box 904, New 
Haven 4, Conn. 


HEAT EXCHANGERS 
Sen-Dure Products, Inc., Bay Shore 1, N, Y. 


HOOKS 

Auburn Fishhook Co., Inc., Auburn, N. Y. 

O. Mustad & Son, Oslo, Norway. 

*“Pflueger”’: Enterprise Mfg. Co., 110 Union 
St., Akron, Ohio. 


INSULATION 

“Styrofoam” (Expanded Dow Polysytrene): 
The Dow Chemical Co., Midland, Mich. 

LORAN 

*Radiomarine Corp. of America, 
St., New York 13, N. Y. 

Sperry Gyroscope Co., Division of the 
Sperry Corp., Great Neck, N. Y. 


MOTOR GENERATORS 
The Safety Car Heating & Lighting Co., 


75 Varick 


Inc., Marine Div., P.O. Box 904, New 
Haven 4, Conn. 
NETS 


*W. A. Augur, Inc., 35 Fulton St., New York. 
The Carron Net Co., 1623 Seventeenth St., 
Two Rivers, Wis. 
*R. J. Ederer Co., 540 Orleans St., Chicago, 
Il. 
The Fish Net & Twine Company, 310-312 
Bergen Ave., Jersey City, N. J. 
*The Heminway & Bartlett Mfg. Co., 500 
Fifth Ave., New York 36, N. Y. 
The Linen Thread Co., Inc., 105 Maplewood 
Ave., Gloucester, Mass. 
Moodus Net & Twine, Inc., Moodus, Conn. 
Joseph F. Shea, Inc., East Haddam, Conn. 
A. M. Starr Net Co., East Hampton, Conn. 
Sterling Net & Twine Co., Inc., 164 Belmont 
Ave., Belleville, N. J. 
OlL—Lubricating 
Esso Standard Oil Co., 
New York 19, N. Y. 
*Gulf Oil Corp., Gulf Bldg., Pittsburgh, Pa. 
Shell Oil Co., 50 West 50th St., New York 
_ Se es 
Socony-Vacuum Oil Co., Inc., Marine Sales 
Dept., 26 Broadway, New York 4, N. Y. 


PAINTS 

Henderson & Johnson, Inc., Gloucester, Mass. 

*International Paint Co., Inc., 21 West St., 
New York, N. Y. 

George Kirby Jr. Paint Co., 14 Wall St. 
New Bedford, Mass. 

Pettit Paint Co., Belleville, N. J. 

*Pittsburgh Plate Glass Co., Pittsburgh, Pa. 

*C. A. Woolsey Paint & Color Co., Inc., 229 
East 42nd St., New York 17, N. Y. 

PROPELLERS 

*Columbian Bronze Corp., Freeport, N. Y. 

Federal Propellers, Grand Rapids, Mich. 

*Hyde Windlass Co., Bath, Maine 

*Michigan Wheel Co., Grand Rapids, Mich. 


15 West 5ist St., 
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MPS 
pov Pump Co., 2031 N. Lincoln St., Bur- 


bank, Calif. 


ee cerine Corp. of America, 75 Varick 
St.. New York 13, N. Y. 

Raytheon Mfg. Co., 138 River St., Waltham 
54, Mass. 


RADAR REFLECTORS 
CPS Reflector Co., 265 Northern Ave., Bos- 
ton 10, Mass. 


RADIO TELEPHONES 
Hudson American Corp., 25 West 43rd St., 
New York 18, N. Y. 
*Kaar Engineering Co., Palo Alto, Calif. 
*Radiomarine Corp. of America, 75 Varick 
St., New York 13, N. Y. 
Raytheon Mfg. Co., 138 River St., 
54, Mass. 
tANGES- Gall ey 
Webb rs Son Co., 
iciaaeite 6, Pa. 


REDUCTION GEARS 

*Snow-Nabstedt Gear Corp., Welton St., 
Hamden, Conn. 

Twin Disc Clutch Co., 1341 Racine St., Ra- 
cine, Wis. 

G. Walter Machine Co., 84 Cambridge Ave., 
Jersey City 7, N. J. 


REFRIGERATION 
Acme Engineering Co., 46 Market St., Port- 
land, Me. 


RUST PREVENTIVE 
*Sudbury Laboratory, Box 780, South Sud- 
bury, Mass. 


SEAM COMPOUNDS 
Marine Products, Inc., 62 High St., Oshkosh, 
Wis. 


SEARCHLIGHTS 

Portable Light Co., Inc., 216 William St., 
New York 7, N. Y. 

SHIPBUILDERS 

Blount Marine Corp., Warren, Rhode Island 
Conrad Industries, Morgan City, La 

Diesel Engine Sales Co., Inc., St. Augustine, 
Fla. 

Harvey F. Gamage, So. Bristol, Maine. 
Liberty Dry Dock, Inc., Foot of Quay St., 
Brooklyn 22, N. Y. 

‘Frank L. Sample & Son, Inc., Boothbay 
Harbor, Me. 

SILENCERS 

John T. Love Welding Co., 31 Wharf St., 
Gloucester, Mass. 

STEERING GEAR 
The Edson Corp., 
ford, Mass. 
Sperry Gyroscope Co., Division of the 
Sperry Corp., Great Neck, N. Y. 

STERN BEARINGS 

“Goodrich Cutless”: Lucian Q. Moffitt, Inc., 
Akron 8, Ohio. 

Hathaway Machinery Co., Inc., New Bed- 
ford, Mass. 

TRAWL DOORS 

Industrial Blacksmith Shop, 107 Eastern 
Ave., Gloucester, Mass. 

VOLTAGE REGULATORS 

The Safety Car Heating & Lighting Co., 
Inc., Marine Div., P.O. Box 904, New 
Haven 4, Conn. 

WINCHES 

Bodine & Dill (formerly Hettinger Engine 
Co.), Bridgeton, N. J. 

Hathaway Machinery Co., Inc., New Bed- 
ford, Mass. 

Ideal Windlass Co., East Greenwich, Rd. 
Stroudsburg Engine Works, 62 North 3rd 
St., Stroudsburg, Penn. 

WIRE ROPE 

American Steel & Wire Division, United 
States Steel Co., Rockefeller Bldg., 614 
Superior Ave., Cleveland 13, Ohio. 

‘John A. Roebling’s Sons Co., Trenton 2, 
N. J. 

*Wickwire Spencer Steel Division of The 
Colorado Fuel & Iron Corp., Palmer, Mass. 


Waltham 


135 So. Front St.. 


141 Front St., New Bed- 
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Nautical Pacts 


Courtesy of “Proceedings of 
the Merchant Marine Council” 


Q. What is meant by the term 
“right-handed propeller’? 


A. One that turns to the right like 
the hands of a clock, when viewed 
from aft looking forward. ° 


Q. How is a sea anchor hauled in? 


A. A sea anchor is hauled in by its 
tripping line which upsets it so that 
it is brought in small end first with 
greatly reduced resistance to its pas- 
sage through the water. 


Q. What are the parts of an anchor? 


A. The parts of an anchor are 
stock, shank, fluke, crown, arm, and 
shackle or ring. 


Q. How is the size of a chain cable 
measured? 


A. By the diameter of the iron 
forming the links. 


Q. What information is given con- 
cerning lights on a chart? 


A. The characteristics, the visi- 
bility, and the height above water. 


Q. What is the proper fog signal 
for a vessel at anchor? 


A. A vessel when at anchor shall, 
at intervals of not more than 1 min- 
ute, ring the bell rapidly for about 
5 seconds. 


Q. What is the difference between 
the vertical lettering and the lean- 
ing lettering found on a chart? 


A. Vertical lettering is used for 
any factor derived at high water and 
not affected by the movements of the 
water. Leaning lettering is used to 
describe such factors as are parts of 
the hydrography. 


Q. What is a rhumb line? 


A. It is a line on the earth’s sur- 
face which makes the same angle 
with all meridians. 


Q. What is the optical principle of 
the sextant? 

A. When a ray of light is reflected 
from a plane surface, the angle of 
incidence is equal to the angle of re- 
flection. When a ray of light under- 
goes two reflections in the same 
plane, the angle between its first and 
its last direction is equal to twice 
the inclination of the reflecting sur- 
faces. 


Q. How is a sea anchor used? 


A. A sea anchor is used as a drag 
to keep the boat’s head to the wind 
and sea and to prevent rapid drift- 
ing. When held by the drag line, 
with trip line slack, it is wide open 
and drags through the water with 
considerable resistance. A container 
of storm oil, having a small opening 
for the continuous discharge of the 
oil, may be secured to the sea anchor. 
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CLASSIFIED ADVERTISING 


Rates: $1.00 per line, $5.00 minimum charge. Count 9 words to a line. 
Closing date, 25th of month. Atlantic Fisherman, Goffstown, N. H. 





FOR SALE 


Cruisers, draggers, auxiliaries—all types and sizes. If 
you are in the market for anything in that line, please 
write us—no inquiry too small to merit attention. KNOX 
MARINE EXCHANGE, INC., CAMDEN, MAINE. 


DRAGGERS FOR SALE 


Two fishing and scallop draggers in excellent condition, 
now scalloping. Double rigged for dragging, doors, nets 
and gear. One 78 ft. with 140 hp. heavy duty Wolverine 
installed new 1950. One 75 ft. with 160 hp. heavy duty 
Atlas installed new 1947. Both fully equipped and kept 
up well. Loran, telephone, Fathometer, Hathaway gear. 
Very reasonable, retiring due to ill health. Myron Marder, 
Pier 4, New Bedford, Mass. 


SHRIMP BOAT FOR SALE 


83 ft. shrimp boat equipped with freezing unit to handle 
45,000 lbs. Twin screw Diesel. First class throughout. 
Call or write W. H. White, 42 Oxford St., Fairhaven, Mass. 
Phone New Bedford 4-3950. 


FOR SALE 

63 ft. scallop dragger with complete fishing gear. 100 
hp. Wolverine engine, new RCA telephone, new Petter 
auxiliary engine, Loran, direction finder. All in first class 
condition. Will sell very reasonable. 

Harvey Wells 50-watt telephone (surplus) $175.00. 
Morris Rosenberg, 323 Bedford St., New Bedford, Mass. 
Tel. 3-4825. 

ENGINES FOR SALE 


Caterpillar 8800 marine Diesel with reduction gear, 
power take-off, fresh water cooling. Rebuilt. GM Diesels 
for conversion, $1200. Hercules, Leyland, Buda, GM 
Diesels and parts. Rebuilt Chrysler and Chris Crafts and 
parts. Helwege Engine Sales, 741 S. Ocean Ave., Free- 
port, N. Y. 

USED DIESEL MARINE ENGINES 

Used Caterpillar D13000 Marine Engine, Serial No. 
4S121SP. This engine is 115 H.P. and is fully equipped 
with front power take-off, Twin Disc 2:1 reduction gear, 
gasoline starting engine, power house instrument panel, 
safety device and 42 x 32 propeller. It is in first class 
condition with less than 4,000 hours on it. 

Used Superior Diesel Marine Engine, Model MRD-6, 
Serial No. P-22358. This engine is 160 B.H.P. at 1200 RPM 
equipped with Twin Disc 3:1 reduction gear and front 
power take-off. The engine was overhauled approxi- 
mately one month before the crank shaft broke. It needs 
a crank shaft to put it in operating condition or could be 
used for parts. ANY REASONABLE OFFER WILL BE 
ACCEPTED. 

One Fairbanks-Morse Marine Engine, Model 35-C-10. 
Developing 175 H.P. at 360 RPM. This engine is dis- 
assembled but could be put in operating condition eco- 
nomically or used for spare parts. The crank shaft is in 
excellent condition. ANY REASONABLE OFFER WILL 
BE ACCEPTED. 

For any further information on any of these three Ma- 
rine Engines, write P. O. Box 1638, Richmond, Virginia. 


When You Ship FISH, LOBSTERS 
or SCALLOPS to the Boston Market 
FOR BEST RESULTS SHIP TO 
R. S. HAMILTON COMPANY 


Established 1895 


17 Administration Building Fish Pier, Boston, Mass. 


4 











GEERD N. HENDEL 


NAVAL ARCHITECT 


Designer of Specializing in 
Fishing and Commercial Aluminum Alloy Hull and 
Vessels of All Types Deckhouse Construction 


CAMDEN, MAINE TELEPHONE 3097 








Where to Ship in New York 


Beyer Fish Co., Fulton Fish Market 
Lester & Toner, Inc., Fulton Fish Market 
South Fish Co., 31 Fulton Fish Market 
Frank W. Wilkisson, Inc., 16 Fulton Market 








“‘SPECIAL SURPLUS“’ 


New SUPERIOR KNA Cylinder Liners — Part-H8038-3. 
$125.00 ea. 


New BUDA LD468 Gasket Kits, Part DE40826 or DE42377. 
$9.00 ea. 


12 New BALDWIN Diesel Exhaust Silencers, Model VO6 


Wet Type. Mfg. by Madison Iron Works, Part #D817B- 
V-B. $200.00 ea. 


15 BALDWIN Diesel Exhaust Silencers, Type VO8. $200.00 
ea. 


10 KOHLER 1500 watt Marine Model DP32 Light Plants. 
$400.00 ea. 


25 GEN. MOTORS Borg Warner Marine Reverse Gears, 
Model 60.0004. $400.00 ea. 


AUTO-MARINE ENGINEERS, INC. 


3464 NW North River Drive, MIAMI 12, FLORIDA, P.O. Box 2039 











BOATS FOR SALE 
Commercial and pleasure craft—“A boat to suit your 
requirements.” Edwin B. Athearn, Marine Broker, Oyster 


Pond Road, Falmouth, Mass. Tel. 2074, or 184% Middle 
St., Portland 3, Maine. Tel. 5-0439. 


RADAR BARGAIN 
Latest model Raytheon Pathfinder Jr. Used less than 
200 hours, $4500 F.O.B. destination. Write or wire Marine 
Dept., Pacific Division, Bendix Aviation Corp., 11600 
Sherman Way, North Hollywood, Calif. 


DRAGGER FOR SALE 
Dragger Robert & Edwin, length 62’, width 14.4’, depth 
7.1’. 85 hp. Atlas engine. For information call or write 


Anthony Ciuffo, 45 Fleet St., Boston, Mass. Telephone 
Laf. 3-6690. 





“Tnaudls 
Weses Cod-end Protectors 
Wire and WMantla ropes 





WESTERBEKE FISHING GEAR CO., INC. 


— Distributors 
Boston 10, Mass. 


Also store and warehouse Gloucester, Mass. 


Warine Hardware 
Danforth rénchors 
Patats Fittings 
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INC. 
Box 2039 
suit your 
ri woe We just couldn’t try any harder to make a clean fuel and to keep it clean 
during its travels from the refinery to your fuel tank. But no matter how 
hard we try and what precautions we take, there is always a chance that 
less thas these fuels may become contaminated. 
re Marine That’s why Gulf Marine Dealers have now equipped their pumps 
» ith microni dascl h 1 ible, th 
with micronic filters. Located as close to the nozzle as possible, they remove 
all solid particles larger than one 2540th of an inch in diameter. 

— So here’s another advantage of doing business with your friendly Gulf 
wes ih Marine Dealer: micronically filtered fuel, delivered to you as clean as 
Telephone when it left the refinery. 

C. 
ngs GULF OIL CORPORATION GULF REFINING COMPANY 
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TYPE FVA 
Diesel — Atmospheric 
Diesel — Supercharged 


8. 12 or 16 cyl. 
430 to 1150 hp. 
1110 to 2230 bp. 








TYPE 1s : 


5. 6. 7 or 8 cyl. 





Gas 
Diesel 
Gas-Diesel 


ged 
375 to 1815 hp. 
.. 430 to 1815 hp. 
430 to 1815 hp. 





TYPE GS . . 
At heric and Superch 





Gas 
Diesel 
Gas-Diesel ... 


...5. 6 or 8 cyl. 


320 to 1460 hp. 
300 to 1460 hp. 
300 to 1460 hp. 








TYPE FW 6 cyl. 
245 to 500 hp. 
350 to 835 hp. 


Diesel — Atmospheric 
Diesel — Supercharged 





TYPE EM 

To 350 hp. 

& stroke 

Speed to S14 RPM 





..6, 7 or 8 cyl. 





720 to 2500 hp. 
825 to 2500 hp. 


Gas-Diesel . 825 to 2500 hp. 





12 or 16 cyl. 





Gas nnn 
Diesel Kebacowts 1650 to 5000 hp. 
Gas-Diesel 1650 to 5000 hp. 


it pays to meet 
power and compra: needs 


"right on the nose’ . 
with COOPER-BESSEMERS 


@ Think ‘2 moment about the 
importance of meeting engine or 
compressor needs with machines 
that are exactly right for the job. 
With Cooper-Bessemers you have 
this assurance, as evidenced by the 
broad range of units shown here 
—all standard, proved Cooper- 
Bessemers, engineered to give 
maximum ‘eturn in any kind of 
service you can name, from 300 to 
5,000 bhp. Note, too, the flexibility 
offered by each basic engine type — 
‘imnumber. of cylinders, aspiration, 
horsepowef range and fueling. 


As important as these things are in 
t. 


r neagl oe SS Bradford, Pa. 


Seattle Shreveport 
Cooper Bessemer # Conade, Ud, Waiter Nova Scotia 


TYPE FM 

To 1500 hp. 

104,” stroke 
Speed to 514 RPM 





meeting your requirements without 
needless waste or shortcomings, 
NSA HE have long been 

known for additional plus values 

. . sturdiness, long life, low main- 

tenance and unmatched efficiencies 
for lower over-all cost every time! 
There are new bulletins, yours for 
the asking, to give you the latest 
information on Coopet-Bessemer 
engines or compressors just right 
for your needs. 





MOUNT VERNON, OHIO 


COOPER-BESSEN 


GROVE CITY, PENNA. 


San Francisco 
St. Lovis 
Tulsa 


TYPE JM 

500 to 3000 hp. 
14” stroke 

Speed to 327 RPM 











